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LOZENGES 


first aid for throat irritations 


THANTIS® Lozenges prevent lost man hours due 
to sore throats caused by coughs or colds. 


THANTIS Lozenges do not produce unfavorable 
reactions in the mouth, because they contain no 
antibiotic. 

THANTIS Lozenges act prophylactically to ward 
off infection. 

THANTIS Lozenges have a twenty-nine year 
record of proven safety and effectiveness in clinical 
and lay use. 


® 
Mercurochrome 


First aid for wounds ...........445 


MERCUROCHROME should be used promptly 
to prevent infection. No antiseptic has been proven 
to be more effective than MERCUROCHROME 
for topical application. 


HYNSON, WESTCOTT & DUNNING, INC. 
Baltimore 1, Maryland <> 
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NM-S-A ONE-HALF-HOUR CHEMOX 


Try this new lightweight oxygen breathing apparatus 
on for size. Note the simplified design. Save on low 
operating costs. Watch the wearer’s quick 


acceptance. Here’s why: 


PRESSURE RELIEF VALVE 


Fully automatic—no manual 
operation required. 


FACEPIECE 


Monocular lens CLEARVUE* 
Facepiece provides unobstructed 
vision. 


HEADBANDS 


They’re made of strong, long- 
lasting nylon. 


BREATHING TUBE 


Just a single short one. But close 
convolutions greatly extend its 
length for full head movement. 


TIMER 


Fully recessed for compactness. 
Rings continually for 17 seconds. 


CANISTER 


Round, simplified, inexpensive. 
Rated at 30 minutes. Materially 
reduces operating costs. 


*Trademark 


VAN 2 
UAT 
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INSTANT OPERATION 


An optional unit is now available 
for instant operation even at 
temperatures below zero. 


CANISTER HOLDER 


Easy acting lever holds canister 
securely in place—cannot open 
accidentally. 


BREATHING BAG 


“Picture-frame” type. Encircles 
the canister completely, provid- 
ing full unrestricted flow. 


HARNESS 


Also strong, long-lasting nylon. 
Rides comfortably and lightly 
without hampering. 


For a demonstration or technical 
bulletin on this new respiratory 
protective equipment, summon 
the experience of the fetory- 
trained, industry-oriented MSA 
sales engineer. Write: Mine 
Safety Appliances Company. 
Pittsburgh 8, Pennsylvania. 


) MSA backs up its label with selection, quality, research, 
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Keep your 
floor-maintenance 
men happy... 


WP eles cates S 





However much a maintenance man may want to 
do a good job, and at the same time show savings 
in labor costs, he’s stymied if the machine is too 
small, or too large, or is otherwise unsuited to 
the job. Different floors and areas call for dif- 
ferent care and equipment. That’s why Finnell 


makes more than a score of floor-maintenance 
machines. From this complete line, it is possible 
to choose equipment that is correct in size as well 
as model .. . that provides the maximum brush 
coverage consistent with the area and arrange- 
ment of the floors. 


Finnell offers Conventional Polishing-Scrubbing Ma- 
chines in both concentrated and divided-weight types, 
each in a full range of sizes . . . a Dry-Scrubber, with self- 
sharpening brushes, for cleaning grease-caked floors . . . 
Combination Scrubber-Vac Machines for small, vast, and 
intermediate operations, including self-powered ( gaso- 
line, propane, and battery) as well as electric models . . . 
Mop Trucks ...a full line of Wet and Dry Vacuum 
Cleaners, Attachments, and Accessories. In addition, 
Finnell offers Cleansers, Sealers, and Waxes of every req- 
uisite type .. . Steel-Wool Pads and other accessories — 
everything for floor care! 











In keeping with the Finnell policy of rendering an indi- 
vidualized service, Finnell maintains a nation-wide staff 
of floor specialists and engineers. There's a Finnell man 
near you to help solve your particular floor-maintenance 
problems... to train your operators in the proper use of 
Finnell Job-Fitted Equipment and Supplies ...and to 
make periodic check-ups. For consultation, demonstra- 
tion, or literature, phone or write nearest Finnell Branch 
or Finnell System, Inc., VU vy East Street, Elkhart, Indiana. 
Branch Offices in all principal cities of the United States 
and Canada. 





be ae i 


ies ae see ee - BRANCHES 
RIMMELL SYSTEM, INC. Bea “ws” 
Originators of Power Scrubbing and Polishing WWachines ranal 33 


Circle No. 4 on reador service card 


SEPTEMBER 1960 @ OCCUPATIONAL HAZARDS 





Readers’ guide to OCCUPATIONAL for September 1960 


HAZARDS 
‘ ; COVER 


Excessively high noise levels can seriously impair plant 
operations by reducing worker efficiency, increasing acci- 
dent possibilities. Noise can also be injurious to workers’ 
hearing. Hearing loss is a compensable injury in New York 
and Wisconsin at present, and there are strong indications 
that within the next decade most industrial states will in- 
clude hearing loss in their compensation statutes. 


Why Noise Should Interest You 


A goodly number of solid reasons debunks that old saw that 
goes, “Why worry about noise? It’s not compensable.” 


Analyze: It’s the Only Safe Way 


The proper use 


progran 


Five Ways to Dim the Din 


\ practical application and equipment 


in everyday plant situations 
Some Knelt to Pray 


An account of the spectacular Tidewater grain elevator fire, and 
of the fire-fighting techniques employed to quench it 


‘ 


This test will tell you how your plant stands 
itself against electrical fires 


HOUSEKEEPING How to Fight Winter H 


azards 
| ‘ tr) 


to stock plant sto 
] a , 
i materials 


Teach These 11 Rules for Using Lever Hoists Safely 


\n important set of rules designed to bolster your material 


safety program 


Why Goodyear Scrapped It’s Old Safety Committee Setup 
Poo mane ¢ 


afety committees are mere window dressing. Here’s 
! a 
Safety Comes as A Closed Circuit 


ymes to the rescue to ret 


POSTER Sudden Injury 


Baby Poster 
our bulletin 
message and ;% 


IT’S THE LAW Right Off the Docket 


Recent decision ) actual cases 


nensatio 
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PYRENE 


liquid agent extinguishers 
assure plant-wide 
fire protection 


If plant-wide fire protection is your responsibility . . . your local Pyrene-C-O- 
Two distributor is the man to consult! He carries Pyrene’s complete line 
of liquid agent extinguishers, featuring stainless steel finish, 100% steel- 
constructed water, soda-acid, foam and loaded stream units. Specifically, he 
offers clear water or soda-acid units for heated areas where ordinary com- 
bustibles, such as paper, wood, fabric or rubbish are chief hazards. For 
unheated warehouses, mills, docks, sheds etc., he stocks anti-freeze units. For 
ordinary combustibles and flammable liquid hazards, he has available foam 
or loaded stream extinguishers. And for areas where flammable liquid and 
live electrical equipment constitute threats—including trucks and other mobile 
apparatus—he carries vaporizing liquid units. The chart below summarizes the 
range of this complete liquid agent extinguisher line. Your Pyrene-C-O-Two 
distributor will help you select from these . . . or he can also show you a com- 
plete line of Dry Chemical or Carbon Dioxide extinguishers. Look for his 
local listing in your Yellow Pages under “Fire Protection Equipment.” 


...featuring stainless steel: water, 
soda-acid, foam and loaded stream units! 
ee a. pens 
NE, OS 


CLEAR WATER, Pressurized or Cartridge Type— 21 gal. LOADED STREAM, Pressurized Type— 21% gal. 








ANTI-FREEZE, Pressurized or Cartridge Type—2'2 gal. FOAM—21, 20, 40 gal. 





PUMP TANK (Anti-Freeze or Plain Water) — 21%, 5 gal. VAPORIZING LIQUID, Pressurized Type—1, 2 qt., 1 gal. 





SODA-ACID— 21/2, 20, 40 gal. VAPORIZING LIQUID, Hand Pump Type—1, 11% qt. 





products of THE FYR-FYTER CONPANY, Dayton 1, Ohio 


Branches: Atlanta, Baltimore, Boston, Chicago, Dallas, Dayton, Detroit, Los Angeles, New York, 
Newark, Philadelphia, Pittsburgh, Portland, Rochester, San Francisco, Toronto (Ontario). 
Representatives and Distributors in all principal cities. 
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Lez Haas, manager 

ArTHUR Joyce, representative hygiene problems. Here's 
Chieago 11, Il. his report on a metalwork- 
$20 North Michigan Avenue, Suite 704 ing plant employing better 
WHitehall 3-1655 than 3800 workers: 
Cuarces F. Geyer, manager 

K, L. Jonas, representative 
Los Angeles 57, Calif. 
pho es etieacealaleeaas “We found this plant’s washroom costs way up! The powdered 
ALAN T. Cazigr, manager and liquid soaps provided in the washrooms were being wasted 


Leadon, 9.0.2, Ragiend by the handfuls. Result: unsightly washbasins, slippery floors, 
2 a Westminster excessive soap and housekeeping costs. In addition, these soaps 
ctoria . . . . . . 
fone A. Laneenten, ccomeee proved only partially effective against the more irritating, 


difficult-to-remove soils in the plant. 


veteran SBS soap counselor 
in the Wisconsin-Minnesota 
area, has helped scores of 
plants find economical solu- 
tions to their wash-up and 


SUBSCRIPTIONS in the United States and its 
sessions, $7 a year, $12 for 2 years; in : P 
Canada, 96 a year; in the United Kingdom, We showed them how much more effectively and economically 


£3.5.0 a year, payable in sterling at our SBS 60 can do the job. Formulated especially for industrial 
London office; other foreign, $10 a year. 


Steals can 39 Guan use, this quick-acting cream deodorant soap is virtually im- 
possible to waste .. . is equally safe on face, hands or body 
PUBLISHED monthly and copyrighted 1960 by . +. and removes all the general soils found in this plant.” 
The Industrial Publishing Corporation, Ac- 
cepted as a controlled circulation publication 
at East Stroudsburg, Pa, Return form 3579 a is P . : 
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Lester P. AURBACH - = c - 

Epwin M. Josern ...executive vice president do every skin cleansing job best and at low- 
Lug Hass .....-........-...0ce president est cost in your plant. Let him show you 
Cuaries F. Geyer ... vice president ~ . 


N. N. Goopman, Jr seeese.. Vice-president OPERATION PINPOINT a just eall 


Paut Rotwice +--+ .Uice president your nearest SBS office, collect. 
T. L. Dempsey asst. secretary-treasurer ¥ 
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® Soaked in silicones—both sides! 

It’s the silicones on the tissue that do the work and SIGHT SAVERS 
sate youn have at least twice the silicone content of other tissues! 
Just the right size! 
SIGHT SAVERS have been scientifically designed to be exactly 
the right size to clean glasses best — and without waste. 











Preferred by your employees! 

Nationally advertised for many years, SIGHT SAVERS are already 

preferred and purchased by millions of satisfied users. When you 

provide SIGHT SAVERS your employees know you're providing 
@ COMPACT the best — not a substitute. 


: STRONG Endorsed by leading opticians! 

FOOL-PROOF SIGHT SAVERS meet Federal specification UU-P-313d for lens 
SIGHT SAVER WALL cleaning tissues. 
DISPENSERS are avail- 


able from your safety Give your employees the easiest way to keep lenses clean and they'll wear 


supply distributor at their safety glasses instead of shelving them! Order SIGHT SAVERS by 
$1.50 each. Locate them name from your safety supply distributor*. Do you use plastic eyewear? 
conveniently throughout Ask about new RAYON SIGHT SAVERS for the most efficient, scratch- 
your plant to put maxi- proof way to clean plastic. 

mum eye safety at every 


worker's fingertips. * In Canada from any branch of the Safety Supply Company. 


Dow Corning CORPORATION 
MIDLAND. MICHIGAN 
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Safety shoes have a long tradition of no-nonsense styling. This safety shoe has the 
dressy Continental styling of one of Thom McAn’s best-selling dress shoes. It is trim, 
flexible, neat, with none of the heavy look of the conventional work shoe. Instead of 


Thom McAn Safety Shoe Division 
25 W. 43 St., N. Y. 36 

Gentlemen: Please send me the following at once: 
~heck service required) 


nr : ; | « 
the usual safety shoe brown, it is handsomely done in black, with four-eyelet styling. | () Details of Thom McAn’s Sales Plans 
| : 
| 


Illustrated list of Thom McAn Safety Shoes 
Set of safety posters 


It is a safety shoe with every safety feature—made with the styling know-how of 
America’s best-selling dress shoe people! #S-1372 in Roman Black, with a grain 
leather forepart, neoprene heel, leather sole, leather-lined safety steel toe box and 
steel shank. Sizes: A-B 8-13; C 7-12; SAFETY | 
D 6-13; E, EE 6-12. a oe 


A DIVISION OF MELVILLE SHOE CORPORATION 


| Name oe Position 


| Firm 





ITs THE STEELITOE 
THAT MAkKeEs / 
A SHOE SAFE . 





— RELY ON 
REGULAR SHOES / 


. . . they offer no more protection against falling objects than 
a pair of socks. 

The protection of industrial workers’ feet is a joint enterprise. 
Only by the complete awareness of existing industrial foot 
hazards can the conscientious safety engineer, with the help of 
his safety shoe suppliers and their vast army of shoemaking 
technicians, stem the increasing tide of painful and costly foot 
injuries. 

Safety Box Toe Company’s part in this vital safety program 
is to develop and produce the very finest quality of steel 
toes. We offer-your safety shoe supplier nineteen various 
styles of steel toes for his selection, including the new 
improved WINGUARDS ... the latest 


development in steel toe protection. 


actual photograph of new 
improved WINGUARD steel toe 


Safety Box Toe Company 
ie Be STA TT ter BUtlLOD 
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Excuse Our Modest 
Blushes, Mr. Helmerichs 


Eprrtor: 

We have been wanting to write 
this letter to you for ever so long 
concerning your publication Occupa- 
TIONAL Hazarps. 

As you may be aware, the writer 
has been associated with accident pre- 
vention equipment for over 25 years. 
During this period it has been most 
encouraging to see the progress that 
has been made toward safeguarding 
the workman. Years ago we would 
have to sell safety to the powers that 
be, but today they buy safety. 

This transition has, in a big way, 
been due to your articles and edito- 
rials which have been so intelligently 
written in your OCCUPATIONAL 
Hazarps. We can recall your first 
editions—very small in size and some- 
what limited. However, for the past 
several years your publication is the 
tops in our opinion. 

No doubt you have received other 
letters reception 
that we file this 
among the others. Keep up the good 
work so that the future generations 


voicing the same 


have—so you may 


can profit as we have. 
TED 

Helmerichs Supply Co. 

Cleveland, Ohio 


HELMERICHS 


OccuPATIONAL Hazarns first ap- 
peared in October 1938. That issue 
had 48 pages, about Readers’ Digest 
size. The magazine went to its pres- 
ent page size in October 1946. 


Misses 
Baby Pictures 


EDITOR: 


We have noted with regret that 
your source of supply for your ter- 
rific “Baby Pictures” has apparently 
become depleted. 

In the past we have used these as 
another source of safety posters as 
we believe the human interest angle 
tied in with the apropos slogan or 


Hers report 


“quote” is an outstanding eye-catcher 
for all workers. After all, most of 
them have, or have had, small chil- 
dren and therefore recognize with 
extreme interest the terrific expres- 
sions captured in these photos. 

Here’s hoping that this department 
can again be included in your maga- 
zine. 

K. W. WEEKS 
The Walton Co. 
Box 5 Elmwood Branch 
Hartford 10, Conn. 

We've had a number of requests 
for return of the Baby Photos. We've 
obtained a supply and will be featur- 
ing them from time to time. The first 
n page 18 


in the new series appears 


To One of Our 

Franchise Distributors 

This letter originally went to Gaspro, 
Ltd., which distributes OCCUPATIONAL 
Hazarps in Hawati. It suggests 
specific uses for the magazine which 
you may be able to adapt to your 
own purposes. 


We have been receiving the 
monthly industrial safety and house- 
keeping magazine, OCCUPATIONAL 
Hazarps, through the 
your company. 


courtesy of 


The fine educational articles written 
on safety, fire protection, housekeep- 
, in that maga- 
zine have instilled in all who read 


ing, compensation, etc 


it the awareness of being safety con- 
scious at all times, which has, no 
doubt, helped to improve our safety 
record. 

Subjects which are applicable are 
brought up at our safety meetings 
and also at our meetings with super- 
visors. 

Thank you for the subscription. 

Davin Cup CHoy 
Personnel Superintendent 
Pineapple Division 
Libby, McNeill & Libby 
Pauwela, Maui, Hawaii 
continued on next page 
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Versatile efficiency 
and economy 


MYCOLEUM all-purpose neutral liquid 
soap is kind to the most delicate tiles 
and resilients, yet gives real cleaning 
power and economy on all resilient, 
non-resilient and sealed wood floors. 
Its low-sudsing, free-rinsing properties 
keep time and labor costs down. And 
it’s an ideal general purpose cleaner 
for wall, woodwork, and all painted 
surfaces. 


Let Mike O 
clean up for you! 


Write for 
information 


MASURY-YOUNG CO. 


76 Roland Street Boston 29, Massachusetts 
OFFICES IN PRINCIPAL CITIES 
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Here is an untreated terry cloth glove 
being soaked in oil. 





Now we weigh the untreated glove. It 
is oil soaked and soggy, weighs a full 
11% ounces. Not very comfortable 
to wear! 


Here is an oil-repellent Oilmac glove 
getting the same treatment. 


But the Oilmac has only surface oil, 
weighs a mere 41/2 ounces. Both gloves 
weighed 2'’%2 ounces before being 
immersed. 


Proof: Untreated gloves 
soak up oil...new Oilmacs 
stay light, comfortable! 


Now you've seen it! Specially 
treated Oilmacs really repel oil 
... Stay light, comfortable, flex- 
ible even after soaking in oil. 
Mind you, there’s nothing 
wrong with the untreated 
gloves: we sell carloads of 
them, and they are fine for most 
applications. But where oil is a 
problem, Oilmacs are the an- 


swer! Moreover, new Oilmacs 
are far more cut resistant than 
expensive leather gloves... can 
be reconditioned with virtually 
no loss in oil resistance . . . and 
are interchangeable, so any two 
make a pair, any pair gives you 
four working surfaces. Write 
today for literature about these 
new work gloves by Jomac! 


Jomac also makes a complete line of 
North PVC Coated Gloves and Wet Weather Garments 


Jomac inc., Dept, C 


JOMAC 


Philadelphia 38, Pa. 


““Jomac Sells Quality...and Quality Sells Jomac!” 
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Quarrels with 
Brand Name Buying 
EpIror: 

| Re. :] Who Runs 
Program? (June 1960) 


Your Safety 
Of course the safety engineer runs 
the safety program, but if he has to 
depend on brand names for his safety 
requirements, it doesn’t 
know his job. 
When brand names art 


shows he 


used and 
“T won't settle for anything else” atti- 
tude is taken, the buyer has no lati- 
tude in buying, and safety items and 
the safety engineer then fall into the 
“Privileged Class’, [that is 
tition 1s good for eve ryone except me. 

Harry O'GRADY 


compe- 


National Director 

Purchasing Agents Association 
of Buffalo 

suffalo, N.Y. 


Try as we may, we couldn't find a 
phrase in the article which advocated 
brand name buying. To recommend 
that the safety engineer learn all he 
available products on th 
market, make sure that the outfit he 
deals with is able to give him prompt 
delivery and service after the pur- 
chase, if the need arises, is not an 
admonition to buy only 


can about 


brand names. 


“565” Being Used 
as Official Text 


EDITOR: 

Please send a 
Industrial Compensation Decisions by 
Gonda, Marsh, and Louis to Mr. 
Allan S. Ghitterman, who will be 
using this text for his course, The 
Unemployed, Disabled, and Industri 
ally Injured Worker S820AB,. Mr. 
Ghitterman has adopted this as his 
official text for the course which 
offered in our 1960 Fall 


BOITICSSET.. «ss. 


de sk COpy of 565 


will be 


Mrs. MARGARET QUON 
Extension Representative 
University of California 
Institute of Industrial Relations 
Los Angeles 24, Calif. 


565 Industrial Compensation Deci 
stons, published by Industrial Publish- 
ing Corp., publisher of Occupational 
Hazards, deals with workmen's com- 
pensation cases in a style similar to 
that employed in “Right Off the 
Docket,” a monthly magazine feature. 


The book sells for $12.50. 
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Now, BOTH Kinds of Arc Welding Helmets 


What do you prefer—Fiber Glass or Vul- 
canized Fiber? Jackson now offers them 
both. For the first time you can get 
Jackson quality in a traditional vulcanized 
fiber helmet. As always, you can get 
Jackson quality fiber glass helmets that 
are strong, durable, and non-warping. 


Sold Everywhere by Better Welding 
and Safety Supply Distributors 


te 
* 


All Jackson helmets have your choice of the three Lens 
Holders shown above (left to right: metal, plastic, and 
plastic lift-front). 


All Jackson helmets have the Adjust-O-Lok Headgear of 
non-conductive, light-weight Nylon plastic. It provides 
adjustment to exact headsize while being worn. Helmet 
stop and cross-strap are also adjustable. 


All Jackson helmets can be purchased as Cap-and-Helmet 
combinations: your choice of helmet pivoted to your 
choice of three Jackson safety caps. 


Jackson Products 


AIR REDUCTION SALES CO., A DIVISION OF AIR REDUCTION CO., INC 
31739 Mound Road, Warren, Michigan 
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MORE SAFETY— 6 
eo 


Open construction design allows the “Bally-Hi’—a two-stage 
ladder mounted on a wheeled frame—to move between and over 
obstacles such as machines, furniture or rows of seats—where 
ordinary ladders can’t go. Collapsible outriggers add extra stability 
... prevent tipping over. It reaches heights to 25 ft. . . . anchors to 
floor firmly. And it’s so compact, it goes through average size 
doorways. 

The ‘‘Bally-Hi’’ ladder is loaded with extra safety and comfort 
features. Ladder guard rails, including a collapsible pulpit type at 
the top, help protect the user. A flat step instead of an uncom- 
fortable rung makes working at heights for long periods of time 
much easier. Locking devices hold the ladder even on sloping or 
uneven ground. “Bally-Hi’” may be truck-mounted. 





BALLYMORE "“Safety-Step” LADDERS SERVE INDUSTRY — 


WITH OR WITHOUT HANDRAILS 








[LL 




















When the ladder is collapsed, the overall height of the 
entire unit is only 77”, permitting the ‘Bally-Hi"’ to go 
easily through even ordinary size doorways. 





AA A a NEE RF” Et Se ee 


2 
| ZA 





Call your 
LOCAL DISTRIBUTOR 











For complete details write to 
BALLYMORE COMPANY ¢ WEST CHESTER 14, PA. 





+ 


ne SyNMAV(@)n1=8 


EQUIPMENT FOR WORKING 
Safely ABOVE FLOOR LEVEL 
































WORK PLATFORMS 








ACCESS LIFTS 





Circle No. 13 on reader service card 


Circle No. 14 on reader service ee of 





TNSNY 





"Joonuay ) “dg ..g 4 


“Si/d,, [NSuUp Jo sjiwod ‘q) OF AIM 


‘00° 66S OM] O1 NOA 19¢ fo aotad 


ID ANG NOA JY! OF Aaluag jnsut ADINSI4 Jyt 10 as 


(. 


(ay) Aig it Cifiz y) 
up jo jivd ¢ au0 FIM 


YID2 YLIM papnyjout ag j]IM JooNUayy (4juag jnsup y 


7. Aifiq-snjg,, jnsuy 
“4 OS TAMA 2244. *W3IA AYIHL 


IM AM OO'OOS fo aotad ap) 


14JMAg JNSUp AdaAd | 


im *1V30 LSul4 





—L——— i 


NAMES IN THE NEWS 


people * companies * aspHciations 


E. D. Bullard Co. selected a mem- 
ber of its California staff to serve 
as eastern district manager. 
E. M. Witzel, a safety sales engineer 
for 20 years, has moved to New York 
City. He'll direct Bullard sales in 10 
States. 


sales 


E. M. Witzel R. A. Foster 
Robert A. Foster has advanced to 
sales manager of the Industrial Divi- 
sion of Boyer-Campbell Co., Detroit. 
Foster, formerly branch manager of 
30yer-Campbell-Plymouth, has spent 
almost 20 years with the company. 
Boyer-Campbell manufactures safety 


equipment and operates one of Michi- 
gan’s largest industrial supply houses. 


Willson Products Division, Ray-O- 
Vac Co., 
safety 


recently held two week-long 
clinics at its Reading, Pa., 
Willson distributors 
velopments and meth- 
ods for selling and servicing products 
in four industrial 
respiratory, hearing, and 


headquarters. 
studied new de 


dimensions of 
safety: eye, 
head. 


Granet 
Framingham, Mass., will in- 


New construction at the 
Corp., 
crease production space by 50 percent 
and provide additional offices. Granet, 
manufacturer of coated fabric work 
runded by W. W. Clay 
rs in 1948... Leschen 
IVire Rope Division, H. K. Porter 
Co., has opened a district office and 
Okalahoma City. Hugh 
Bergin, district 


glove Ss, was f 


and C. E. Sand 


warehouse in 
sales manager, heads 
7 


the operation. 


Safety First Shoe Co., Holliston, 
Mass., has launched a new program 
of distributing safety shoes to in- 
dustries with widespread operations. 
A special case contains six styles of 
shoes, a calibrated measuring device, 
order blanks and envelopes, and dis- 





maTravetTions 


‘« 
+ q-s 
a 


es Can inspect 

‘ wh measure- 

rite and mail orders, with 

no assistance. Shoes are delivered 
promptly from warchouses in major 
This promotion kit is called 
the ProTexU Shoe Shop. (pat. pend.) 


cities 


Lawter Chemical ( 


appointed an exclusive 


( Chicago) 
national dis 
tributor for its HI-VIZ fluorescent 
paints: E. D. Bullard Co., 
Sausalito, Calif., and its network of 


safety 


local representatives. 





warm as a 
stocking cap... 
yet costs only 25¢ 


We took the good old snug, warm stocking cap and 
re-designed it to fit comfortably under a hard hat. The 
result is the StaSafe Windsock. There’s nothing 


complicated about wearing a Windsock . . 


. no pushing, 


no snapping and unsnapping, no bothersome and 

time wasting installation. Best of all there’s no size 
problem. Every Windsock fits every man because the 
stockingette weave easily expands to any head size. 
Windsocks are easy to order, too. No variations in 
helmets to keep in mind. No variations in fabrics or sizes. 
Just specify Windsocks and they'll fit! 


One dozen only $3.00 plus postage. 


STANDARD SAFETY EQUIPMENT COMPANY 
431 NORTH QUENTIN ROAD © PALATINE, ILLINOIS 


604 BROADWAY 
NEWARK 4, N.J. 
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855 EAST 152nd STREET 
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Try ’em 
before 
you buy ’em! 








Kimberly Clark 
RN 
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Please send me my FREE package of Kimwipes: ar ADDRESS TO: 
(_] Disposable wipers, Type 900-L (15” x 17%") ¥ * . : 
CJ Goggle wipers, Type 900-S (5"x8%") ~ Kimber ration 
NAME . —_— . _ Te H-90 
FIRM NAME 


wv 
ADDRESS . in 








Don’t let a greasy floor slip one over on you 





Keep floors safe with Zorb-A// 


ZorB-ALL® particles go on working long after ordinary absorb- 
ents have lost their effectiveness. That’s because Zors-ALL 
won't break down. And it’s why Zors-Atu is the safest floor 
absorbent on the market. Not the fastest, but the safest. We 
intend to keep it that way. 


It stands up best under severe punishment . . . assures 
non-skid stops when more absorptive materials fail 
remains effective nearly twice as long as such materials. And 
it sweeps up easily, wet or dry. 


All of this has been proved time and again in laboratory 
tests, in skid tests with rolling equipment, and in actual use. 


You can get ZorB-Au from your Wyandotte representative 
or jobber. Don’t let another day slip by. Call today! Wyan- 
dotte Chemicals Corporation, Wyandotte, Michigan. Also 
Los Nietos, California; and Atlanta, Georgia. Offices in 
principal cities. 





yandotte Chemicals 


: J. B. FORD DIVISION 
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Day-Glo has little in common with standard safety 
paints. It is fluorescent, with a brightness up to four 
times greater than ordinary safety paint. Day-Glo 
can help reduce industrial accidents dramatically! 
Applied to plant hazards and safety equipment, it 
shouts its warning on first sight, and up to four times 


further and faster. 


Use Switzer Day-Glo on cranes, danger signs, fork 


lift trucks, first aid boxes, safety helmets, machinery, 


fire protection equipment and obstructions of all kinds. 


There are five brilliant colors, for indoor or outdoor 
use, brush or spray application. 





7 


This insert printed with Day-Gl y-Glo paint is even brighter 


SWITZER BROTHERS, INC. Dept. F-4 
ndustrial Finishes Division 
4732 St. Clair Avenue « Cleveland 3, Ohio 


Please send me complete product and sales information on 
Day-Glo Industrial Safety Paint 


Name Title 

Company 

Address 

City Zone State 
Send full information Have representative call 

Sales offices: New York, Chicago, Los Angeles and Berkeley, California 


Day-Glo is a registered trademark of Switzer Brothers, 
Inc., originators of daylight fluorescent colors. 
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TODAY'S 





Most Modern 


SAFETY 
EYESHIELDS 


USSSCO's 
All-Plastic 
SAF-I° LINE 


offers a complete range of 
safety eyewear, for every eye 
protection need. 


SAF-I Flexible Frame 
Cover Goggles 


aré available in 6 styles (3 
shown here), featuring maxi- 
mum_ protection, generous 
ventilation and true wearing 
comfort. “Airflow” models 
are guaranteed non-fogging: ~ 


SAF-| All-Plastic 
Specs 


feature feather-light wearing 
comfort with real impact 
protection. 


All models meet Fed- 
eral specifications for 
impact resistance and 
optical qualities. Avail- 
able with or without 
side shields, with clear 


or green lenses. 


Write for complete USSSCO 


AIRFLOW® FLEX 


For impact protection—an 
cellent cover goggle. 


“THRIFTY” FLEX 


For impact, chem- 
icals, dust protec- 
tion—a good cover 
goggle. Choice of 
button screen, 
hooded screen or 
grid vents. 


AIRFLOW® CHEM 


For chemicals, 
dust, impact pro- 
tection — a fine 
cover goggle. 


SERIES 25 SPEC 


For impact and 
glare protection. 
A styling leader. 


SERIES 24 SPEC 


For impact and 
glare protection. 
One - piece lens 
and brow bar. 


SERIES 26 
EYESHADE® SPEC 


For impact and 
glare protection 
— from above, 
front and sides. 





All equipment in the USSSCO line is designed, manufactured, 
and sold direct to the user by United States Safety Service 
Company. There’s a trained, full-time USSSCO Safety Service 
Engineer near you. See Yellow Pages, or write Kansas City. 





UNITED STATES SAFETY SERVICE CO.) 9 <a»: citr'e-wissoun 


BRANCHES IN PRINCIPAL INDUSTRIAL CITIES 





1M CAMADA PARMELTE LTO. TORONTO & MONTREAL 
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product 


WALTON-MARCH 





NEW POWER! PEN/AX is scientific: 
ice-Foe for (1) power penetration to the bott 
surface melting!) . . . (2) synergistic action for 


TINK or tne mniots wintar tomer 
] V ne { | }¢ WV Ler Te i 


NEW LOOK! big, : 
the fan ar sma I, r 


fast speed! 
ECONOMICAL —iasier, | € compiete act 
at no increase in price! A little goes | 


SAFE —n0n-to» 


\ Al P 
snoes. INON-corrosive 


EFFICIENT—easily 


} - ! 
Ch r ra er | 
mecnanical sorea 


CLEAN — leaves | 


available in economical 100-Ib. biue drum with white lid from your sanitary supply jobber, or write 
WALTON-MARCH P.0. Box 248, Highland Park, Illinois 
plants and warehouses in Highland Park, Ill; Maspeth, L.I., N.Y.: Portland, Ore.: Toronto, Canada 








For work or play...the safe, comfortable way 





No. 612 


A 8-12 C. 6-12 
B 7-12 D 6-12 
E 6-12 








NEW / 
iron Age 


Coftoing sarery OXFORDS 


and mold. Ask our salesman to show you the remark- 


Once in a blue moon a really distinctive safety shoe 

comes along. Such is the Iron Age “Softone.” It’s 

crafted in rich, suede finished steerhide leather. The 

color is called Loden green. This is a subdued shade 
of green. Actually, at first glance this safety shoe 
looks black, then you'll notice the soft green under- 
tones that add distinction and superior value. 

The Iron Age “‘Softone” is just as comfortable as 
it looks. It is quality crafted with a sturdy steel toe 
cap which meets ASA specifications, Dacron* stitch- 
ing, Pacifate* protected lining and sweat resistant 


*Trademark 


able “ink test.” 

Underfoot there’s the superior value of long 
wearing Vylyt” soles. This soling is light weight, oil 
resistant, corrugated to prevent slipping and provides 


a cushioned walk. 

What’s the cost for all this extra value? No more 
than you would pay for ordinary safety oxfords. Your 
workers will save money through longer wear. And 
you'll save money by increasing your coverage and 

having fewer foot accidents. For a showing, write 

Iron Age Division, H. Childs & Company, Inc., 1205 


Madison Avenue, Pittsburgh 12, Pa. 


leather insole. The uppers are tanned with Scotchgard* 
brand leather protector to repel acids, oil, moisture 
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Iron Age Steel Toe SAFETY SHOES 





America’s top corporations* keep right on proving... 


The safest work gloves 


always cost the least 


Whether plant safety is your main job 
or one of your secondary responsibili- 
ties, you know from experience that 
there’s no substitute for top quality 
protective equipment. The only prob- 
lem is deciding which products are the 
very best on the market. 

When it comes to hand protection, 
more and more companies are solving 
this problem the sensible, scientific way. 
They're accepting Edmont’s standing 
invitation to make their own on-the- 
job comparison tests. And after analyz- 
ing the results, they are specifying 
Edmont work gloves for more and 
more types of industrial operations. For 
example: 

Case No. 632: Handling thin, sharp-edged 
steel sheets, an Edmont recommended 
glove gave 4 times longer protection 
than the costly leather gloves previ- 
ously used . . . cut glove costs 73%. 


Case No. 642: Unloading rough lumber, 
an Edmont recommended glove gave 
over 2/2 times longer protection than 
the leather palm gloves previously used 
... cut glove costs 51%. 

Case No. 663: Handling hot solder bars, 
an Edmont recommended glove gave 
2 times longer protection than the 
leather palm gloves previously used... 
cut glove costs 51%. 

These three cases are typical of thou- 
sands which prove that modern Ed- 
mont coated work gloves not only 
protect longer, but also cost less, espe- 
cially since the recent price rises of 
leather and cotton gloves. 

Edmont’s “Grab-it” glove, used in the 
above tests, is Extracoated with rough- 
finished natural rubber, which makes it 
the safest general handling glove. It 
cushions hands against shocks and vi- 
brations, has excellent resistance to 
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cuts, snags, abrasion and heat, and is 
unequalled for positive non-slip grip, 
wet or dry. 

FREE TEST OFFER TO LISTED FIRMS: 
We make many types of natural rub- 
ber, plastic, and neoprene coated gloves 
to fit different job requirements. Tell 
us your operation, materials handled, 
temperature condition. We will recom- 
mend correct glove and send samples 
for on-the-job testing. Write Edmont 
Inc., 1244 Walnut Street, Coshocton, 
Ohio. Edmont Canada Ltd., Cowans- 
ville, Que. 


*Company names and full details on request. 


Edmont « 


JOB-FITTED GLOVES 





~ KEEP ERECT “] 
MEMICAL FIRE EXTINGUISE 


ok at gatt 
cree Leet 


os 


2%-\b. 5-Ib. 
Pressurized Pressurized 
Dry Chemical Dry Chemical 


Kidde dry chemicals 
kill more fire faster! 


Granted top rating by Underwriters’ Laboratories, these two new 
Kidde dry chemical extinguishers pack the extra punch you need to 
knock out stubborn blazes. These 2- and 5-pound Kidde units put 
out as much fire as eight and sixteen one-quart carbon tetrachloride 
portables respectively. They are perfectly balanced for fast action, 
are light in weight, easy to operate even while wearing gloves. And 
— no pin to remove, no valves to turn, no inverting or bumping 
needed. Just aim at fire and press the lever! Pressurized, they can 
be easily and quickly recharged with air or nitrogen. No pressure 
cartridge needed. Write for more information on these new Kidde 
extinguishers — easiest-to-operate of all dry chemical portables. 


Industrial and Marine Division 
Walter Kidde & Company, Inc., 
948 Main St., Belleville 9, N. J. 


Walter Kidde & Company of Canada Ltd. 
Montreal—Toronto— Vancouver 
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SAFETYMAN’S ¢ 


events to attend 


























Industrial safety 


Serremeer 13-16. -lanual Maine 
State Conference Samoset llutei, 
Rocklin \le. Includes yveneral as 
well as occupational safety. Informa- 
tion’ Arthur VF. Minchin, secretary, 
Department of Labor and Industry, 
State Llouse, Augusta, Me. 

SevtemBer 22-23. Governor's An- 
nual Safety-11, alih Conf rence & 
Exhibit, Lotel Lmerson, Laltimore. 
Covers all phases of safety and public 
and occupational health. Information : 
Joseph A. Haller, executive chairman, 
Safety Conference, Department of 
Labor and Industry, 301 West Preston 
Street, Baltimore 1, Md. 

SEPTEMBER 27. Governor's Indus- 
trial Safety Conference. City Audito- 
rium, Topeka, Kan. Theme: 
“Safety in the Sixties.” Speakers 
analyze accident costs, means of ac- 
cident prevention, use of safety com- 
mittees. Information: Harold  L. 
Smith, Commissioner of Labor, 401 
Topeka Buulevard, Topeka, Kan. 

Octoper 17-21. National Safety 
Congress & Exposition. Conrad Hil- 
ton Hotel, Chicago. Touches on all 
phases of safety and many phases of 
occupational health. Information: 
R. L. Forney, secretary, National 
Safety Council, 425 North Michigan 
Avenue, Chicago 11, IIl. 


Fire protection 


SEPTEMBER 12-16. Ohio State Fire 
School. Ohio State University, Colum- 
bus, Ohio. Courses include practical 
training and class discussion of fire 
prevention and extinguishing methods. 
Information: Trade & Industrial 
Education Services, 118 Townshend 
Hall, Ohio State University, Colum- 
bus 10, Ohio. 


Hygiene and medicine 


Octoper 7-9. Annual Western In 
dustrial Health Conference. Jack Tar 
Hotel, San Francisco. Meeting in- 
cludes the Western Industrial Medi- 
cal Association, Western Industrial 
Nurses Association, American Indus- 
trial Hygiene Association, American 
Society of Safety Engineers, and 
American Conference of Governmen- 
tal Industrial Hygienists. Informa 
tion: National or local chapter head 
quarters of any of these groups. 
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H997— 8” Loce-to- 
Toe Boot, one of many 
versatile styles. 


“BET YOUR BOOTS’ 
.. .WE’VE GOT 
ALL STYLES 


H999—Popular 10” 
Engineer's Boot, oil 
resisting sole. 


H294— Insulated 
Leather-Lined 8” 
Boot, cushion insole. 


H681— W oter-Proof Type 8” 
Boot, flexible, comfortable 
molded construction. 
See descriptions of all 
Hy-Test styles below. 


Whatever the industry . . . what- 
ever the condition, you will find 
the safety boot best suited for 
the job among HY-TEST’s 
many styles. Each is designed to 
give your men the kind of pro- 
tection, comfort and features 
they expect .. . including, of 
course,the famous Austempered 
Anchor Flange Steel Box Toe. 
Be prepared for the season 
ahead ... order today. 


HY-TEST SAFEty SHOES 


DIVISION 





NTERNATIONAL 


SHOE COMPANY 








1509 Washington Ave., St. Lovis 66, Mo., Teletype SL186 
2224 N. Tenth St., Philadelphia 33, Pa. 


INTERNATIONA, 
COMPANY 


SAFEty BOOTS FOR EVERY 


H291—Brown leather 8” boot, oil-resistant reinforced 
double sole and heel, storm welt. 


H991—Tan leather 8” boot, cushion insole, Cellular 
Grit slip-resistant sole and heel, storm welt. 
H994—Black Quilon-treated 7” Wellington pull-on, 
non-metallic Resist-Oil sole and heel, storm welt. 


H954—Brown glove 8” boot, Neo-Cord (Neoprene 
with Nylon cord) outsole and heel. 
H294— Brown insulated 8” boot, cushion insole, Neo- 


H956—Spark-resisting black retan 10” boot, Resist- 
prene Nylon cord sole, Resist-Oil heel, storm welt. 


Oil (Neoprene) double sole and heel. 


H681—Brown Syl-mer leather 8” water-proof type 
molded construction boot, Resist-Oil Grit sole and heel. 
H682—Brown Quilon-treated leather 8” molded con- 
struction boot, Resist-Oil Grit sole and heel. 
H950—Tan Quilon-treated leather 8” boot, cushion 
insole, Resist-Oil double sole and heel, storm welt. 
H953—Brown glove 8” boot, ook leather reinforced 
full double sole and heel, 


H964—Cush'n-Guord black rosite 8” boot, Resist-Oil 
double sole and heel, shock-absorbing instep protector. 
H984—Ton Quilon-treated 8” boot, cushion insole, 
Neoprene Cellular Crepe wedge sole and heel, storm 
welt, leather laces. 

H987—Blaock water-repellent 9” Hy-Climber double 
leather boot, Neo-Cord sole and logger-type heel, 
long counter, wide steel shank, storm welt. 
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H995—Tan leather 74%” Wellington pull-on, non- 
metallic Resist-Oil sole and heel, storm welt. 
H996—Bilack rosite 8” Chemical boot, Resist-Oil 
double sole and heel, storm welt. 

H997—Brown glove 8” lace-to-toe boot, Resist-Oil 
(Neoprene) double sole and heel, storm well. 
H999—Block retan 10” engineer's boot, Resist-Oil 
(Neoprene) full double sole and heel, storm welt. 





8-inch lace-to-toe 


Wet, cold feet are a health and safety hazard! 


For every man who Works out doors, even part 


/ No. 1924 
of the time, Lehigh’s hi-cut leather boots provide a le 


important added protection against wind, wet, 
snow and freezing cold. Here are just 


a few of the Lehighs that add 


black 8-inch, wool-fleece lined 


: hose * No. 1928 
WEATHER protection to TOE wy 

protection. There’s one for 

every outdoér job. Ask your 


Lehigh salesman. 


No. 1927 
tan 8-inch, Neoprene Cork 


Insulated 
with 
foamed vinyl 


No. 1926 
FOR 
HUNTERS, 
— SPORTSMEN, 
No. 1915 ea ALL OUTDOOR WORK 


engineers’ 8-inch 


No. 1914 


engineers’ 10-inch Emmaus, P Q. 
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EARMUFFS a 


nd a microphone 


beat an often overlooked noise 


hazard: A we 
instructions, 


pass them on t 


rker may not hear 
may not be able to 


» others, because 


too much unwanted sound 





Why Noise Should Interest You 





Noise Is More Than 


a Nuisance... 


It can permanently damage your hearing 
if you’re exposed to it long enough. 


It can cause headaches, make you tired—and 
so make you more subject to accidents. 


It can make it hard to hear or understand 
instructions, to give instructions to others. 


It can make work so unpleasant it results 
in a high degree of absenteeism or labor 
turnover. 


It can cut production volume, cause more 
waste, produce costly production errors. 


It can boost the cost of workmen’s compen 
sation benefits. 
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WHy SHOULD safety directors worry about noise? For 
that matter, why should anybody ? 

The most popular definition of noise is “unwanted 
Sut why is it unwanted? 

These are basic questions, especially in industry. 
Factories are noisy. Generally, the bigger and more 
powerful the machines they have, the noisier they are. 
And with everybody scrambling to get on the automa- 
tion bandwagon, machines grow more numerous, 
bigger, more powerful, all the time. 


sound 


Confusion in motives 


“We don’t make hearing tests now, because our 
compensation law doesn’t cover hearing loss,” the plant 
physician of a metalworking company told us recently. 

That reflects a common attitude. Not many States 
and Provinces do allow compensation for hearing loss 
caused by noise, although nearly all pay for loss that 
results from an accident. Safety directors and indus- 
trial physicians tend to take a “wait and see” position 

They’re confusing the reasons for any antinoi 
campaign. Noise is dangerous in a lot of ways. The 
possible compensation cost—and that can be high, if 


continued on next page 
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CONDUCTIVE DEAFNESS results from a mechanical blocl 
in the middle ear. People who have it usually can work safely 
in very noisy areas . MIXED DEAFNESS combines 


ductive and nerve deafness 


you're in a place that recognizes hearing loss as com 


pensable—is one of the least of the unpleasant elements 


connected with unwanted sound. 


F atizue and distraction 


L. S. Phillips, Eaton Manufacturing Co. safety 
director, pointed to one of the biggest dangers hidden 
in the racket of modern industry when he said, “When 
t man works all day in a too-noisy environment, he gets 
tired. You can’t tell me that he isn’t more subject to 

idents when he’s tired.” 

Phillips is so convinced that noise leads to accidents 


that he believes the safety director should be c msulted 


before any noise-producing machine or process is in 


stalled. He himself spends a good deal of time measur 
ing noise levels in Eaton plants, has all the equipment 
needed to do an excellent job of it 

l‘atigue and noise do go together. Scientists disagree 
on just how they interlock, but do usually agree that 
too much noise gives you that old tired feeling. Further 
more, it distracts you. 

The combination of distraction and fatigue may 
prove a little too much for your plant safety program. 
When you're wracked by a noise-induced headache, 
when you’re bone-tired, you may not take precautions 
you ordinarily would take as a matter of course. Liter- 
ally, you’re too tired to think. 

But suppose the noise doesn’t last long enough to 
make you tired. Suppose you hear it only now and then. 
\n air-powered machine gives off a high hoot that 
makes you jump like a California sand flea. A sudden 
clatter of metal parts falling down the sides of a big 
metal bin sets your nerves quivering like Jello on a 
Waiter’s tray. 

In either case, you're ready for an accident. 

If you don’t have an accident, you’re lucky. You 
may, instead, simply ruin material you’re working on, 


American piicus 


iF THIS MAN’S ears were not protected by muffs, the 


or pass Over a mistake you’d normally catch, or stamp 
from his own and other machines might easily, over the . : 


reduce his hearing dangerously, lead to a compensatior “OK” on a defective part you’re inspecting. Any one 
that could cost $10,000 or more. Unfortunately, increasin of these consequences of noise may lead to an accident 


itomation produces increasing noise for someone else. 
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NERVE DEAFNESS is a product of damage to the auditory 
nerves of the inner ear. Victims sometimes can hear conversa 


well, but can’t hear high-pitched warning signals 


cause accidents 


No more than a shout can bring about an injury, as 


a drill press operator and her Ohio employer learned 


| 
YT) t a Oo 
nol 1ong ago. 


Lunchtime was near. The operator had her lunch on 
the seat of a chair that stood close beside her machine 


\nother operator saw the lunchbox start to slide off 
the chair, probably as a result of vibration. She yelled 
a warning 

The first operator jumped, partly turned, banged 
her hand hard against the sharp edge of a steel plate 


that thrust out from her drill table. She lost part of a 


finger. Cause: distracting noise. 
Even if you’re not worried about production losses 
and material waste, your job certainly is to see that 
ike this don’t happen. That’s one reason why 
plants—like General Motors’ Delco Division at 


son 


\nderson, Ind.—go to a lot of expense and trouble io 


find out how to silence occasional clatter like that we 


mentioned: metal on metal, the shriek of escaping ait 


> 


You’re a humanitarian 


What’s that ? 


ity. You, as a safety director, do just that 


He’s a man who tries to help human 
| 


Some business leaders—a few of them very vocal 
about it—believe industry will come to have a new kind 
of executive 


1 


director of humanities. His job will b 
o the overall welfare of company workers 

\t least part of that job already is yours. You iry 
to keep people from getting hurt, sick. Often, you try 
to keep them from emotional and mental upsets that 
may lead to accidents and injuries. The safety director 
and plant physician of an aluminum mill put it to us 
this way: “Our job is more and more consulting with 
our people, to help them and their families.’ 

To fulfill this kind of purpose, you have to be in 
terested in noise. Why spend time choosing literature 
about off-the-job accidents for distribution among your 
workers, if you don’t worry about the possible effects 
of plant noise on them? If noise puts them in danget 
in your plant (whether or not the noise is enough to 
induce hearing loss), shouldn’t you try to stop it? 
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ACOUSTIC TRAUMA i ! r nat for deafness 
noise Those afflicted wi ; 4 not realize they 


listinguish words so well he nce did, simply becauss 


hearing change is s¢ 


This is what the confusion behind compensation laws 


1 
} 


it govern hearing loss tends to hide. The big question 


isn’t, “Does my State or Province require benefits for 
hearing loss?” but “Will giving more attention to plant 
noise help cut accidents and all the trouble 
that goes with them?” 

You can’t ignore the financial aspects of the noise 


problem, of course, even tl ‘a humanitarian 
Cases involving Bethlehen 
+} 


in New Jersey, 
in Wisconsin, and J. H. 
Williams Co. in New York established a pattern for 


e (yreen Bay Drop Forge ( 


hearing loss benefits that has had industry in all three 
States in an uproar for years 

Now, a Missouri Supreme Court decision has broad- 
ened the State’s statutes to cover hearing loss due to 
noise exposure. Minnesota settled a group of hearing 
loss claims fast, and without publicity, to avoid difficulty 
with other similar claims that might be encouraged by 
1 newsworthy fight. California has tackled claims for 
telephone operators who complained of hearing loss 
caused by their jobs. Ohio probably will add some kind 
of hearing loss benefits to its compensation act next 
vear. The Indiana State Chamber of Commerce keeps 
its member companies informed of pressures building 
up in favor of hearing loss legislation. 

Your State or Province may not require you to pay 
ompensation benefits for gradual hearing loss now, but 
ill do so int 


the chances are it w he future. Meanwhile, 


emember that no benefits ever will reimburse a man 
for hearing loss. Who wants $20 a week in return for 
losing half his hearing? Hearing aids may help those 
with conductive hearing loss. They won’t help those 


1] 
] 


vith acoustic trauma. Nothing will 
Three ways to fight noise 
Basically, there are three ys to fight plant noise 
and its effects on people : 
& Stop the noise at its source 


chine or process design. You n 


This involves ma 
ay have to isolate equip 
ment inside sound-reducing barriers. 





Why Noise Should Interest You 


continued from page 27 





& Protect workers against sound you can’t reduce 
to safe levels. This may take earmuffs or earplugs or 
isolation booths. 

& Test workers regularly for hearing loss. You 
can do this quite simply, without great expense, with 
audiometers. 

The first two of these ways to fight plant noise get 
attention elsewhere in this issue. Now, we’re con- 
cerned with how to watch for hearing loss among your 
people, with how to protect your company against 
possible future compensation claims. 


Tests are essential 


You can’t get along, in any program to prevent hear- 
ing loss, without hearing tests. For these, you need not 
hire a medical specialist. Generally, if you have your 
plant nurse or a thoroughly trained technician make the 
tests, and if your plant physician examines the audio 
grams and initials them personally, the results will be 
accepted by industrial commissions. 

An audiogram is a record of hearing sensitivity, 
based mostly on the conversational sound frequencies. 
An audiometer gives you the data that go into the 
audiogram. 

Several types of audiometers are on the market. 
Some are automatic. Some are not. With an automatic 
audiometer, you test your own hearing. The less ex- 
pensive type requires an attendant to give the test. 


4 


Sonotone Corp. phote 


A NURSE uses an audiometer to test the hearing of a factory 
worker. Audiometer tests should include sound frequencies of 


500, 1,000, 2,000, 3,000, 4,000, and 6,000 cycles per second. 


Audiometer tests should be given every new em- 
ployee in the course of his regular physical examina- 
tion. At intervals after that, give further tests. It’s the 
only way you can find out if a worker is slowly losing 
his hearing. And it’s the only way you can compensate 
for presbycusis — the normal loss of hearing almost 
everyone experiences as he grows older. 

Nobody knows how much to allow for presbycusis. 
Arbitrary guesses don’t help. The rate of hearing loss 
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due to age varies with the individual, anyway. Besides, 
disease or some hereditary trait may increase his nor- 
mal loss. Without regular audiograms, what defense do 
you have against a claim for job-induced hearing loss? 

In New York State, many employers take hearing 
tests for employees whenever they quit or are fired. 
New York law permits a worker to go back 3 years for 
evidence of a too-noisv working environment. Without 
a termination hearing test, a firm would have no way to 
prove it wasn’t responsible for hearing loss when a 
worker filed claim long after leaving his job. 

Preemployment and followup hearing tests are 
valuable in assigning jobs. You wouldn’t, for example, 
want a man with a marked hearing loss in a job where 
his life might depend on his catching the sound of a 
high-pitched siren or a buzzer or bell. Nor would you 
want a man too deaf to hear instructions in a job that 
demanded constant oral orders. 

Curiously, many firms that test vision as a matter 
of course pay no attention to these important aspects 
of industrial noise and hearing loss. 


Quiet testing areas needed 


To test hearing accurately, you need a quiet area. 

3ackground noise can distort test results completely. 

The quiet area, if you’re lucky, may be in your own 
plant dispensary. You can, however, with portable 
audiometric testing rooms, set up your testing program 
almost anywhere. You can even use an acoustically- 
treated truck body for your testing room. 

Wherever you do your testing, the background noise 
level should not run above 50 decibels. A lower level is 
preferable. 

Even in an audiometric testing room, give no one a 
hearing test until he’s been away from exposure to loud 
noise at least 16 hours. Short exposure tends to deafen 
a man temporarily, as long exposure tends to deafen 
him permanently. The 16-hour limit recommended by 
the Subcommittee on Noise in Industry allows time 
enough for the worker to recover the hearing he tem- 
porarily lost. 

The Subcommittee also recommends that any worker 
who shows a hearing loss of more than 15 decibels at 
frequencies of 500, 1,000, and 2,000 cycles per second 
be referred to a specialist for thorough examination. 
Don’t assign him to a job unless the physician approves 
him for that class of work. 

There’s good reason for the Subcommittee’s insist- 
ence that those with loss of hearing be referred to 
specialists. It goes beyond the fact that the Subcommit- 
tee itself is made up of specialists, that it represents 
the American Academy of Ophthalmologists & 
Otolaryngologists, the board that passes on the abilities 
of medical doctors who want to center their practice on 
eyes and ears. 

General physicians, including industrial physicians, 
are the first to admit that specialists know more than 
they do about hearing. In addition, courts—and hearing 
loss compensation cases are apt to end in courts 
usually accept as expert opinion only that which spe- 
cialists put forward. Sending a hearing loss victim te a 
specialist, therefore, saves you possible trouble if a 
claim for compensation benefits comes up. And it makes 
sure the victim gets the right kind of care at once. © ® 


SEPTEMBER 1960 © OCCUPATIONAL HAZARDS 





Your working guide to noise measurement 


AN INDUSTRIAL HYGIENIST measures the amount 


WolSt | Analyze: lt’s the 


" Only Safe Way 


[HE SAFETY DIRECTOR who trusts his ears to detect 
harmful noises is like a man who measures air pollution 
by taking a deep breath. He can only guess which 
noise among many is the villain. He knows virtually 
nothing about all-important frequency levels. He relies 
on imagination to estimate the effects of noise on work 
ers, who are not passing through or spending the 
better part of an hour in the noisy environment. They 
must live with it—8 hours a day, 5 days a week. 


Sound level meters are basic 


As with air pollution, to learn about noise levels, you 
need instruments. Sound level meters, manufactured 
according to American Standards Association stand 
ards, help locate trouble spots scientifically. They’re 
lightweight, portable, give accurate readings of what 
authorities describe as steady noise, such as the whine 
of a circular saw or the ceaseless clatter of a number 
of machines. 
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Koppers Co. phot 
of racket given off by a ma- 
a sound level meter, most common of the noise measurement 


Meters measure sound pressures and register them 
in terms of decibels. A decibel is a logarithmic unit 
»f sound pressure. Normal speech runs around 60 
decibels. Noise levels of 85 decibels or more may be 
harmful. 

Sound level meters do not measure frequency, the 
number of vibrations or cycles in a unit of time, ex- 
pressed as cycles per second. They measure only the 
the intensity of sound. Use of the meter is just the 
first step in measurement and analysis of noise. Some 
safety directors take periodic tours of their plants to 
survey noise levels. If they uncover an area where noise 
exceeds 85 to 90 decibels, they later do a thorough noise 
analysis there. 


Using meters is easy 
Getting accurate readings from a sound level meter 


is simple if you take a number of readings and aver- 


continued on next page 
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Analyze 
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Decibels 


TIGW MUCH does noise reluce vs 
veu move eway from its source? 
\scume vou'e 3 feet away from 
ts source Then vou can we the 
find cut how mrnv decibe's 
you'll have as von m 

t> f-cm 50 to 1.000 fect 
farther away. 


rtf 


Small Business Administration chart 


age them, and if you’re careful to use the meter micro 
phone properly. 

® If you’re measuring machine noise to find ways 
to cut it down, place the microphone in the free space 
surrounding the machine. Check proper placement 
Mark the spot where the mike is. Measure the dis 
tance from the noise source. Take an experimental 
reading. Then move back until you double the distancé 
between you and the noise source. Your meter readin 
should drop 6 decibels, if the mike was in the rig 
place. 


y 


ht 


© Use a different method to measure the effects of 
noise on workers who are not right on top of the 
noise source. The mike must be 2 or 3 feet from any 
obstacles in the path of the sound waves. Place the 
meter 3 feet from the worker at his ear level and th: 
same distance as he is from the noise source. Don’t g 
the worker’s head between the mike and the nois« 
source. Often, safety directors clear the path of stock 
and equipment and forget a head can obstruct sound 
waves. 


> If you attach an extension cable to the meter, in 
clude a correction factor in your figures. This will 
vary with average temperature during measurement 
Extension cable manufacturers supply correction 
charts. 

& When measuring sounds with high-frequency 
parts, hold the meter so sound strikes the microphone 
at an angle of about 60°, certainly never under 45 

& To localize sound sources, attach a pair of head 
phones to the sound level meter’s output jack. Head 
phones help determine whether wind noise is creeping 
into your reading. Wind can play havoc with nois« 
measurements; it alters atmospheric pressure. If 
headphones tell you you’re picking up wind noise, tak« 
measurements elsewhere or improvise a wind screen to 
shield the michrophone. 

& Microphonics are also enemies of noise measure 
ment. They are false signals given off by vacuun 
tubes and are caused by vibration of the noise measur 
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ment instrument. To test for microphonics, remove 
the microphone and see if you continue to get false 
signals. If you do, hofd the meter in your hand or 
cushion it with a sponge rubber pad. This should elimi 
nate microphonics unless you have an especially sens 
tive vacuum tube. 

& One other precaution in insuring against imac 
curate readings: Beware of areas with strong electro 
magnetic or electrostatic currents. Most noise measure 
ment instruments are well insulated against them, but 
some equipped with dynamic microphones react to them 
Headphones will help you to ferret out these currents 


Big noise takes more study 


Areas in which decibel level is 85 or more need a 
spectrum analysis. Spectrum analysis deals with radiant 
energies of sounds, reflected by wave lengths. Wave 
length disturbance in cycles per second is frequency 

Low frequency (from 37.5 to 300 cycles per second ) 
normally assails the ear as a hum, thud, or rumble 
Middle frequency (300 to 2,400 c.p.s 
clangs. High-frequency noise, the most irritating of all, 
hisses or clicks. 


usually roars or 


There are various kinds of instruments available to 
do spectrum analysis. They combine an electrical filter 
svstem and a sensitive electronic voltmeter. They’r 
usually named according to the type of filter used. For 
instance, octave band analyzers have a set of filters 
that pass octave band sounds. Others include half 
octave, third-octave, and narrow-band proportional 
band width analyzers. 

A filter will register sounds, for example, 
7> and 150 cycles per second. It will not 
strument “hear” above or below that level. The user 
can set the dial on most instruments as high as 2,400 
to 4,800 c.p.s. The ratio range of 2 to 1 applies 
throughout. 

If you want more detail than that provided by an 


mtinued on page 82 
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A quiet office in a noisy plant 


Five Ways To 


a 
nolst| 


1 e SHUT IT OUT 


LIKE MANY manufacturers, Industrial Acoustics Co 
of New York had trouble with shop noise. While most 
of it was by no means loud enough to produce hearing 
loss, it was loud enough to interfere seriously with 
giving warnings or instructions. And it made concen 
tration very difficult. 

Yet to put shop foremen and engineers in offices 
somewhere outside the production areas would be in 
efficient. That would mean a lot of unnecessary walk 
ing, a lot of time lost in phoning, sometimes not enough 
supervision over manufacturing. 

The company built a supervisory office at one sid 
of the factory floor. Big windows let foremen and en 
gineers look out at manufacturing areas. The men 
could, however, work in complete comfort. Acoustical 
panels and an acoustical door held noise inside th 
office to low levels. Ventilators were muffled with 
silencers. 


How well the panels, door, and silencers did their 
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Dim the 


1. Shut it out 
2. Shut it in 
3. Protect ears 
4. Muffle it 
5. Absorb it 


job of sound-suppression is suggested by this record, 
taken with noise analysis instruments during regular 
production hours: 


Octave Bands Votse Reduction 

(Cycles per Second) (Decibels) 
37.5-75 13 

75 -150 18 

150 -300 23 

300 -600 28 

600 -1,200 33 

1,200 -2,400 = 

2,400 -4,800 

4.800 -10,000 


The second column shows the smallest amount of noise 
reduction found between the shop outside and the office 
inside. 


Shut in machine operators 


You can shut out noise by shutting in workers. 
lake the paper mill that was bothered by the 110 


ontinued on next page 
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Acoustical Enclosure Will Cut Noise At Least This Much 


75 33 75 
70 


continued from page 31 
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THE CHART shows how much fac- 
tory noise was reduced inside a pre- 
fabricated room made of acoustical 
panels. In the laboratory test, the 
room sat on a concrete floor, with no 
heavy machinery nearby and without 
airconditioning. In the field test, the 


room was again on a concrete floor, 


Noise Reduction in Decibels 


but with heavy operating machinery 
near and with airconditioning and 
utility piping installed and working. 
A noise source of 110 decibels was 


set up 3 feet from the test room wall. 


decibel racket from a chipper. A chipper does what its 
name suggests : It chips logs into small bits for process 
ing into pulp for papermaking. You’d have to hear th: 
noise to guess what it’s like. The mill couldn’t quiet the 
chipping, but it could protect the machine operator. It 
put him ina control booth built of acoustic panels. In 
side the booth, noise dropped to safe levels. 

Or consider bag machines. Revolving knives, each 
with two blades, hit taughtly stretched heavy paper 
150 times a minute. Each blow sounds like a .30-.30 
rifle going off. One engineer compared the noise to that 
of a Gatling gun fired in a closed room. 


_ Koppers Co. phote 
WORKMEN put the final touches on a combination enclosure- 


muffler designed to reduce the noise of a ventilating system 
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There may be 35 to 40 of these machines in a single 
department. You can’t close them off successfully, be- 
cause you have to make adjustments on them fre- 
quently. 

An acoustical room mounted on casters has licked 
the trouble for some bag makers. Each room is 4 feet 
square, high enough to accommodate a man, and mount 
ed on casters. When someone has to work in a bag 
machine room, he steps into a booth, where noise from 
machines is endurable. 


Don’t do it yourself 


Do-it-yourself methods have no place in shutting 
noise out. It’s cheaper and more effective to buy pre- 
fabricated enclosures, booths, or rooms. 

One manufacturer, for example, decided to build an 
acoustical enclosure for noisy papermaking machines. 
The firm used thermal insulation instead of acoustical 
insulation. The job cost 3 times as much as a prefabri 


cated enclosure would have cost 
noise down to desired levels. 

Nor can you rely on the principle that you’ve done 
the best when you've paid the least. A Michigan manu 
facturer wanted to take hearing tests of employees. It 
bought, on the basis of price alone, the cheapest testing 
room it could find. Result: the room couldn't be used. 
Too much racket seeped through the walls and door. 

It always pays to call in a noise specialist when you 
have a noise problem. His recommendations will be 
based on thorough knowledge of acoustical materials, 
on the combined experience of many firms, on sound 
engineering practice. 

There’s a big difference between noise engineering 
and mechanical engineering. Your own people may be 
wholly qualified to build machine or process enclosures. 
But will they, because they lack experience with sound 
and its behavior, leave you in the position of the paper 
manufacturer we just mentioned ? 


and it didn’t hold the 


continued on page 73 
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Who put the 
knee patch on 
the thumb crotch? 


Hood-—that’s who. And here’s why: 
Workers who grab or push rough or 
sharp-edged objects wear gloves out 
quickly at the crotch of the thumb. 
The gloves had to be thrown 
away even though there was still 
plenty of wear left in the rest of the 
glove. 

Hood went to work on the problem 
and came up with a glove that was 
reinforced at the spot where the most 


Visit us at Booth #302 National Safety Congress 


wear occurred—much like knee 
patches are used to protect a boy’s 
britches. These Hood gloves can be 
used until they’re completely worn 
out—not just partly worn—at a big 
saving. 

A heavy neoprene coating on these 
gloves protects against chemicals, 
oils, grease and abrasion. They come 
in two styles, a 12” gauntlet (7701-P) 
and a 1444” gauntlet (7703). 


Circle No. 58 on reader service card 


OCCUPATIONAL HAZARDS @ SEPTEMBER 1960 


Improvements like those made in 
this Hood glove can be found in 
other industrial gloves of the Hood 
line, which includes latex gloves, and 
gloves coated with neoprene, rubber 
and Koroseal. Remember, in gloves 
the name Hood is a sure sign they’re 
good. For more information, call your 
Hood distributor, or contact Hood 
Industrial Gloves, Dept. O, Watertown 


72, Massachusetts. 


HO OD industrial gloves 
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FIREMEN try to free a 
mon killed ina Philadelphia 
grain elevator dust explosion 
Flashback from manual 
operation of a pilot light 
nicy have sparked the blast 


UPI photo 


Some Knelt To Pray 








Two Ways To Prevent 


Dust Explosions 


Dust explosions occur when a mixture of 
air and dust particles catches fire. They can 
happen anywhere. Biggest trouble spots are 
threshing machines, flour mills, grain eleva 
tors, starch plants, cotton gins, coffee roast 
ing plants, aluminum factories, paper mills, 
coal mines. 


To safeguard plants against grain or dust 
explosions, make prevention part of plant 
construction. Layout should prevent dust 
particles from moving from one end of the 
plant to the other or from one building to 
another, for a small explosion can lead to a 
secondary explosion and carry through the 
entire plant. 


If you have enough explosion relief vents 
in the plant and they are properly placed, an 
explosion will be dissipated before it has a 
chance to built up high pressures associated 
with secondary explosions. 








A LITTLE after 8 on an early spring evening, a terrific 
explosion shook the south central area of Philadelphia. 
Flames shot from the Tidewater Grain & Elevator Co. 
Five huge grain elevators and the four-story Tidewater 
headquarters were rubble. 

People raced about frantically. Some knelt and 
prayed. Others screamed. Many thought the explosion 
was an atomic bomb. 

Three people died; 75 were hurt. 
was $3 million. 


Disaster plan effective 


Sam Purdy, Tidewater’s acting superintendent, told 
authorities that just before the explosion he was trying 
to light the pilot of a hot air chamber. This drier had 
an automatic control valve for lighting the pilot, but 
Purdy chose to light it by hand. He worked several 
minutes without success. Suddenly a flash leaped from 
the drier and burned him. Then—bang! 

Six alarms summoned over 600 firefighters. Fifty 
pieces of fire apparatus fought the blaze. A fireboat 
pumped 4,649,000 gallons of water from the Schuyl 
kill River in 22 hours. 

Philadelphia’s disaster plan went into effect. Heads 
of the city’s major service departments responded to 
the fourth alarm. They included commissioners of the 
water, welfare, and streets departments and the police 
superintendent of mechanical equipment 

Each commissioner worked under the direction of 
the water commissioner, disaster plan coordinator. 
The commissioner of welfare supervised Red Cross 
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“Our business is comfort 

with safety. We practice it 
all the way with 
Sound Barriers.” (ae 


Noise levels up to 128 decibels... enough Sound Barriers are standard equipment 


to damage the unprotected ear in less than for all Delta personnel working within 100 


30 seconds ...are everyday experiences to feet of an operating jet. At least two—usually 


ground crews who inspect jet engines on sleek four—jet engines remain operating while 


Delta airliners. Wearing Willson Sound Bar- planes are serviced at the gate. Every effort 


iers with noise-cancelling microphones, Delta 
personnel stand directly under a whining jet 
engine for 15 consecutive minutes while mak- 
ing preflight power checks. 

Fluid-filled vinyl cushions of Willson 
Sound Barriers attenuate shrill jet engine 
noise,” says H. T. Cooper, general foreman 
of base maintenance for Delta Air Lines in 
Atlanta, Georgia, ‘‘and help us practice what 
we preach: ‘comfort with safety’. The carbon 
microphone, mounted in Willson’s mouth 
cup, drowns sound so voices are heard dis- 


tinctly and confusion is eliminated.” 


is made to minimize personnel exposure to 
jet noise, but some is unavoidable. Comments 
( ooper: 

“Because Sound Barriers attenuate high- 
decibel noises, our men 
can do their work quick- 
ly, efficiently, and with 
less fatigue. The micro- 
phones also cancel jet engine noise combina- 
tions of rumbling, low-pitched exhaust and 
high-pitched whines, so communications are 
completed with safety.” 


(Continued on next page) 
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“Our most severe test 
of Sound Barriers 


comes during jet 


engine preflight checks. 
Noise reaches 128 
decibels, but Delta 
mechanics can work for 
15 consecutive minutes.” 


Delta’s most severe test of Sound 
Barrier-microphone performance 
is made on preflight tests. During 
the power check, one or two me- 
chanics stand directly under the 
engine to make visual inspections 
through access doors. The engines 
run at different power levels. This 
process is repeated several times, 
SO over-all check-out time exposes 


mechanics to engine noises for two 


Willson Sound Barriers attenuate 
harmful high-frequency noises, 

but enable the wearer to hear low- 
level instructions and warning signals. 


SOUND BARRIER 
MODEL 260-C 
WITH MICROPHONE 


or three hours. 
Notes Cooper: 
**Noise at 
these levels 
may reach 
128 decibels. 
which can be 
withstood for 
approximately 
30 seconds & 
without ear 
protection before permanent dam- 
age 1s inflicted. 
Willson Sound Barriers and micro- 
phones is evident when personnel 
can work under these conditions 
for 15 consecutive minutes.” 
Delta selects its hearing protec- 
tors on the basis of rugged con- 
struction, efficient sound attenua- 
tion, negligible head pressure, easy 


accessibility for cleaning, and ad- 


justability to head shapes. 


Wearability is important because 
some earmuffs are returned to the 
tool crib several times a day. They 
receive considerable handling. 


While sponge-type cushions posed 


Effectiveness of 


a sanitation problem when different 
persons used the muffs, Fulton 
Supply Co., Atlanta, was able to 
show Delta how the tough vinyl- 
covered cushion ofa Willson Sound 
Barrier is easily sanitized by swab- 
bing with alcohol between use by 
different people. 

In regard to fit, Cooper reports: 
The fluid-filled cushions of Willson 
Sound Barriers make a contoured 
seal between the skin and the muff. 
The swivel action of Sound Barrier 
ear cups and moderate tension 
from the adjustable head frame 
provide even cushion pressure, 
though we’re fitting many different 
head shapes. These two features 
prevent even a slight misfit which 
would make the muff leak sound 
and lower its effectiveness.” 

You may have a sound problem 
as critical as jet engine noise. For 
detailed information on how the 
Sound Barrier improves protection 
of the human ear, phone your 


Willson safety distributor. 
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Willson Products Division 
Ray-O-Vac Company 

Second and Washington Streets 
Reading, Pennsylvania 


In Canada — Safety Supply Company 


ILLSON 


SAFETY is worth working for 
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How To Fight Winter Hazards 


SNOWY SCENES go nicely with hot toddies and mistletoe, 
but they can be rough on safety programs. Crystal-clear 
icicles hanging from the eaves are picturesque but 
they pack a terrific wallop when they fall. Workers 
hurrying in and out of plant and office, jockeying for 
position in the plant parking lots, should have firm foot 
ing and good traction. Loading docks must be clear of 
treacherous snow, ice, and slush. Trucks and fleet cars 
must be equipped for winter driving. 

September isn’t too early to begin reviewing winter 
accident prevention and ordering necessary supplies 
and equipment. 


Here’s what to do about it 


Today’s spacious plant grounds and high labor costs 
make snow shovelling by hand old hat. Rotary brushes 
and snowplows have largely replaced shovels. Some 
plows will pick up and toss aside as much as 1,200 
pounds of snow per minute. They’re easy to operate 
and well equipped with safety features. 

Plows do have their limitations, though. They don’t 
ordinarily remove stubbornly clinging ice. 

To do that you'll need salt, calcium chlorides, or 
abrasives. They take little time to apply and 
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Most 


1echanical spreader 


vork instantly on slippery spots 


turers recommend that you use 


manufac 


for even distribution, particularly in covering a large 
area. You can sprinkle the stuff around by hand, how- 
ever, if you do it carefully 

Most safety directors who prefer rock salt for melt 
the job as well as any 


does 


ing snow and ice contend it 
thing else, and for less. 

Salt bores through ice to forn 
bond between the ice and 
pavement from the bottom up. Salt spreads easily, leaves 
It melts ice 


chloride when temperatures hover in 


a brine at the bottom 


of the ice layer, loosens the 


faster than calcium 
the to 30° 


no surface brine. 
range. 

that their choice is 
superior in very cold weather. When the thermometer 
is around zero and below, calcium chloride melts ice 
and snow faster than rock salt 
tinues to melt ice down to 67 


Calcium chloride users point out 


Calcium chloride con- 
Rock salt 


melts ice only when temperatures are higher than 5.8 


below zero. 
below ZeTo. 

Calcium chloride must be stored in a dry place. If 
it isn’t, it will harden. Handle it carefully. If it touches 
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GRE EN self-adhering 


GUARD-TEX 


* Helps protect fingers, hands, forearms against 


cuts, burns and abrasions, Reduces eye strain — helps 
production. 


* Promotes safety where potential hazards exist — 


transformer lamination, pigtailing, handling hot or 
sharp glass, sanding, polishing, machining, buffing, 
burring, grinding, punch press operation. 


® Self-adhering easy to apply and remove. Conforms 


neatly to finger contours, without affecting “feel” or 
flexibility. GUARD-TEX leaves no sticky residue, 
color stain, or fingerprints. Indispensable in handling 
delicate work. 





GUARD-TEX 
SWEAT BANDS 


at throw away prices 
Elastic band holds feather-light, four- 
ply powerfully absorbent band in just 
the right place. Comfortable, efficient. 
Prices and samples free. 











GENERAL BANDAGES, INC. 


8300 Lehigh Ave., Morton Grove, Illinois 
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How To Fight Winter Hazards 
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the skin for any length of time, it causes a burning 
sensation. 


Chemical compounds to melt ice and snow often have 
salt or calcium chloride in them along with an abrasive. 
Abrasives eliminate slipping hazards before melting, 
rather than afterwards. Most chemical abrasives are 
equally effective on any slippery surface. 

Quantities of salt, calcium chloride, and chemical 
abrasives applied to cement sometimes tend to cause 
spalling and corrosiveness, though newer formulae 
have reduced this tendency. Many safety directors still 
take special care of cement surfaces by treating them 
with linseed oil and a solvent. If cement on plant 
properties is seasoned or air-entrained, of course, 
there’s no need for a protective coating. 

Nonchemical, granular abrasives sprinkled over ice 
or snow provide immediate nonskid protection. They 
do not melt ice, though when a thaw sets in, they do 
absorb moisture. They have no ill effects on cement; 
some of them are actually good for lawns. You just 
sweep walks clean after ice and snow melt. These non- 
chemical abrasives are also effective on plant floors’ 
slippery spots. 


Snow melting systems 


Many industries have followed the lead of hotels, 
shopping centers, commercial and civic buildings, and 
have installed snow melting systems. They consist of 
a network of pipes—usually steel or wrought iron— 
underneath sidewalks, driveways, parking lots. A fluid 
running through the pipes warms them. The pipes in 
turn generate sufficient heat to melt ice and snow. The 
usual melting rate is 1 inch an hour, though the systems 
can be geared to a faster rate. 

These systems are part of many new plants. It takes 
a specialist—usually an architect or heating contractor 
—to design and install them. 

Design varies according to the size of the area, the 
local climate, and heat and hydraulic requirements. 
Cost of installation varies similarly. Under normal 
circumstances, however, you can install a system serv- 
ing a 50-foot-long driveway for around $300. 

Installation and operating costs can be amortized 
fast through reduced labor costs and lesser outlay for 
other snow removal equipment. Systems also have this 
advantage: They melt ice in otherwise inaccessible 
places such as plant railroad switches and sliding door 
tracks. 


One last precaution dealing with winter’s outdoor 
hazards: Beware of icicles! 

Falling icicles have caused serious, costly accidents. 
If possible, chop them off. If you can’t do that, rope 
off the area beneath them. And if you can’t do either, 
see that men working under or around them wear hard 
hats. © @ 


Some facts for this article came from Committee on Steel Pipe 
Research, American Iron & Steel Institute, Eagle-Picher Co., 
Morton Salt Co., Speco, Inc., Walton-March Co., Wyandotte 
Chemicals Division. 
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How Do You Rate on 
Electrical Fire Protection? 


Electrical defects 
are the largest 
single cause 

of industrial fires. 
How strongly is 
your plant 


protected against them? 


See the 
next page for 
explanatory answers 


to this test 


1. Are large motors, generators, switchboards, transformers, and similar 
equipment out of reach of the average workman ? 


2. Are all switches enclosed, and are switchboxes locked against use by 
unauthorized people ? 


3. Are switchboards installed with enough clearance between boards and 
walls and between boards and ceilings ? 


4. Do portable lights have heavily insulated cords, and are these cords 
replaced at the first sign of wear? 


5. Are lamp sockets keyless, and do they have insulating enclosures and 
handles ? 


6. Are stepdown transformers isolated, inaccessible to ordinary workmen? 


7. Is high-frequency equipment shielded in accordance with Federal Com- 
munications Commission requirements ? 


8. If high-frequency equipment has exposed electrodes, are fluorescent 
tubes installed as danger signals? 


9. Is wiring regularly inspected to see it has not been damaged or over- 
loaded ? 


10. Is all armored cable properly connected at boxes? 
11. Are motors designed for the operating conditions they meet? 


12, Are connections and parts in circuit breakers secure, and are all 
contacts smooth ? 


Are all electric lamps kept away from flammable materials ? 
14. Do you have guards on lamps to prevent breakage? 


15. Is explosion-proof electrical equipment installed in all areas where 
explosive atmospheres may exist? 
16. Are employees trained never to turn water on electrical fires? 


17. Are instructions forbidding the use of water on electrical fires posted 
at all fire hose racks? 


18. Have you plenty of the right kind of extinguishers for dealing with 
electrical fires, and are employees trained to use them? 


19. Do you give fairly frequent refresher courses in electrical safety to 
employees ? 


20. Have you the National Electrical Code on file to guide installation of 
electrical equipment? 
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Answers to the 
test on 
electrical fire hazards 


on page 39 


Only a score 


of 100 is a safe 


score 


1. As far as possible, they should be. Or they should be wholly enclosed. 
The idea is to protect workers against high voltages. 

2. This is vital, regardless of voltage. Records show even 110-volt current 
has killed people. 

3. The National Electrical Code specifies 3-foot clearance between the top 
of a switchboard and a flammable ceiling, unless shielding is set up. The 
required clearance between board and wall varies with the board size. 


4. Poorly insulated cords touch off many fires. 
Keyless lampholders always are preferable. 


6. Only electricians and other authorized workers should be able to get 


within reaching distance of stepdown transformers. 


7. FCC rules require that high-frequency equipment be shielded to prevent 
anyone from reaching into it. 

8. Fluorescent tubes light up when high-frequency current goes on, and act 
as a danger signal for the machine operator. 

9. Most electrical fires are caused by defective wiring. Watch for insula 
tion weakened by heat, cold, moisture, oil, abrasion. 


10. When armored cable isn’t properly connected at boxes, metal edges may 


be exposed. If the box or cable vibrates, the metal edges may wear through 
the insulation. 


11. Fires often start in motors. Among the leading causes are : overloading, 
lack of ventilation, careless machine operation, poor maintenance. 


12. Loose connections, loose circuit breaker parts, and pitted contacts 
breed fires. 


13. Fixtures should be built so that lamps won’t subject flammables to 
temperatures higher than 194° F. 


14. Lamps in all areas should be guarded to prevent accidental breakage. 
This is especially important in dusty atmospheres and near volatile liquids. 


15. Explosion-proof electrical equipment is an absolute must in all explo 
sive atmospheres. 


16. Water streams are dangerous with electrical fires. They conduct 
electricity, may carry shock to workers. 


17. Instructions always should be posted at fire hose racks forbidding use 
of water on electrical fires. 


18. It does no good to buy the right kind of extinguishers unless your 
people know how to use them. 


19. Even if foremen do no more than talk regularly to their workers about 
electrical safety, the training will pay off. Men easily forget safety rules. 


20. The National Electrical Code is a guide for local codes that govern 
electrical wiring and equipment. 


Some material here was adapted from information supplied by 
Solem Machine Co. 
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LITE KNIGHT Safety Shoes 
weigh a pound less per pair 
than ordinary safety oxfords 


e Reduce fatigue « Smart casual look 
e Extremely comfortable « Meet ASA 
specifications ¢ Resist acids, alkalis, 
water and soil e Long wearing e Sturdy 
steel shank 


World’s Lightest Safety Shoe 


So good looking, so light, so comfortable . . . perfect for men who 
avoid ordinary safety shoes. New construction permits use of 
lightweight materials. 


vf ers are of brushed pigskin in gray or brown, treated with 
KEMI KLAD to keep that soft casual look. Appearance is easil 
renewed by a quick brushing with a wire brush or ordinary sand- 
paper. And the natural breathe-ability of pigskin means extra 
ventilation for healthier feet. Thick, springy, oil-resistant neoprene 
Nitrocrepe soles cushion every step. 


Workers really go for the good looks and comfort of LITE KNIGHT 
Safety Shoes. This enthusiastic acceptance by your men will assure 


the success of your safety program. For the name of your nearest 
jobber, write to: 


HAUS OF KRAUSE ... Rockford, Michigan 


Industrial jobbers interested in acquiring a franchise, write to Haus of Krause, Rockford, Mich. 


Circle No. 28 on reader service card 
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RIG CAREFULLY. That applies to 
any hoist. Keep the hoist chain straight, 
no matter what its angle of work. 














Don’t throw them or drop them. 


HANDLE HOISTS carefully. E 


Sudden impacts may leave them 
with hidden defects that won’t 
show up until you put them un- 
der load again. Then you can 
get hurt. 


Teach These 11 Rules 





¢ 


DON’T USE a pipe on 
the hoist handle for extra 
leverage. Suppose the 
pipe slips off or the hoist 
breaks! 


NEVER OVERLOAD a 
hoist. If it’s rated at 1 
ton, don’t try to use it 
with 2 tons—not even 
now and then. 


> 


WATCH for open hooks. If 
you load them, the loads 
easily can slip off. Never 
load the points of hooks. 


Illustrations for this feature came from 
the Shaw-Box Crane & Hoist Division of 
Manning, Maxwell & Moore, Inc. 
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for Using Lever Hoists Safely 





WHEN YOU rig, don’t use 
the hoist chain as a sling 
Links may weaken. The 
hook may not hold. 


is: 


’ 
my, ¢ 











NEVER 


oist chain 


* 


INSPECT hoists 
daily. A defect 
can drop a load on 
your best foot 









once. Refuse to work with it 


pairs. 


ti bl 


DON’T LET the hoist chain bend 
under load. A situation like the one 
shown here can cause heavy abrasive 
wear, actual breakage. 
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REPORT a damaged or defective 


Request re- 























let 





the te 


gouge 





MAKE SURE 


chances wher 


Don’t 


fox ting 


Pie, 


hoist at 
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Why Goodyear Scrapped 


Its Old Safety Committee Setup 


Was ( 0 xlvear 


iwards luncheon. Representatives from Good 


ants all over the world were there, and 


1 the 
s table was studded with company brass 
\fter the awards were passed out, Goodyear Presi 
dent Russell DeYoung announced the 
\kron plants were reorganizin tee 
program 


Under the new plan, the division foremat 
would be he 


company’s 
heir safety committ 


gt 
ld responsible for safety just as he 
production, and cost. 
Bob Manning, safety director 


Was 
for quality, 


f the Akron plants, 
knew the safety committee reorganization plan was oft 
the best possible start. It had public endorsement 
the boss himself. The 


rest was up to 
and his staff 


Manning 


Old committee criticized 


Bob Manning is an enthusiastic, articulate young 
in who gives and expects to get straight answers 
“T was never happy with our old safety committe: 


setup,” he told us. “It was too large and unwieldy, for 
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Cire & Rubber Co.’s annual 


me thing. And its n 1 to remain un 
changed from vear 


to Many of the men stayed 
on as committee memb after they were several 
promotions beyond close contact with ordinary, every 
lay plant problems. For instance 


, one guy who was an 


is still serving on a plant 


How new system functions 


{ nce r the old commit ; stem, “oo lyear’s Akron 
plants had 7 safety commit s, one for each product 
Each committee | 


had 17 to 25 members. The 
divisional foreman’s comn 


division. 
new ittees 


break down into 
31 units. Total membership is 170 


The permanent committee chairman is the division 
foreman. He ts assisted by three to six committeemen 
picked from among department foremen, shift foremen 
ind supervisors. Committeemen serve for a year at a 
time. 





Goodyear Committee 


continued from page 45 





Each committee meets once a month. A safety de- 
partment representative sits in as secretary. 


Reaching the foreman 


A committee’s main target, as Manning sees it, is the 
shift supervisor. It must outline safety policy to him, 
keep him informed about accident prevention, make 
him safety-conscious. 

A foreman’s committee makes a monthly safety in- 
spection with the aid of a safety department checklist. 
Committee members talk about inspection findings at 
meetings, review injury statistics of the previous month 
and compare them with past performance, discuss re- 
ports submitted by the union-management safety com- 
mittee, and study job hazard analyses prepared by the 
safety department. 


The inevitable letdown 


This duty schedule keeps supervisors on the com- 

mittee active in discharging their safety responsibilities. 
They in turn influence other supervisors and workers. 
3ut what will happen when the new program is not 
quite so new, when time and production difficulties rob 
President DeYoung’s announcement of some of its 
vitality ? 


“We've thought about that,” Manning said. “In any 
large, active organization, a letdown after awhile is 
inevitable. 

“Mr. DeYoung’s words have made a profound im- 
pression. We can tell that from the reaction we’ve been 
getting around the plant. And those words won’t soon 
be forgotten because the boss has a well-deserved repu- 
tation around here for meaning exactly what he: says. 
Nonetheless, the program is bound to need a shot in the 
arm after 3 or 4 months.” 


Recharging the battery 


In the 6-month interval between DeYoung’s an-_ 
nouncement and the annual supervisor training ses- 
sions, which include 5 to 6 hours on safety, Manning 
plans to use safety training films and safety attitude 
testing to stimulate supervisors’ safety-consciousness. 

Test answers will be anonymous in order to keep 
them honest. 

“I’m not so much interested in what these tests indi- 
cate or claim to indicate as I am in being provided 
with a talking point,” Manning said. “Who knows 
what'll happen? Those tests may even touch off an 
argument or two. I might have to tell the boys on some 
committees that test results showed a lousy safety 
attitude, that they'll never get top results with their 
present feelings. I’d much rather have them grumbling, 
‘We'll show that guy!’ among themselves, talking and 
thinking safety as they do so, than ignoring it.” 


contmnued on page 83 





Bob Manning, Goodyear 
safety director at Akron, has 


Three Rules for Safety Committees 


WHAT ARE SOME of the things Bob Manning 
has learned in his dealings with safety com- 


mittees ? 


from the safety department, and a safety 
committee becomes one in name only.” 


& See that meeting time is used properly. 


& Never overmanage. At Goodyear, a 
representative from the safety department 
sits in at every committee session as secre- 
tary. The safety specialist gets committee 
members over rough spots, but for the most 
part leaves committee management, activ- 
ities, planning, to committee members them- 
selves. Several divisional foreman’s com- 
mittees have arranged among themselves 
to inspect each other’s, rather than their 
own, departments. They feel inspectors may 
be more objective, less familiar with depart- 
ments other than their own, and therefore 
more inclined to spot hazards quickly. Man- 
ning says, “The more a committee does on 
its own, the more interested and capable its 
members become. Too much intervention 


Don’t let meetings degenerate into gripe or 
bull sessions. That’s where the safety de- 
partment representative’s role as secretary 
comes in. He should make it clear right at 
the beginning that all comments may go 
into the minutes of the meeting. “There 
should never be any off-the-record com- 
ments allowed at a safety committee meet- 
ing,” Manning says. 


& Have at least one outsider on every 
committee. By this, Manning means: See 
to it that not everyone serving on a com- 
mittee works daily under the chairman. This 
relation can cause agreeable head nodding in 
committee sessions, rather than vigorous 
discussion. @ @ 
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MODERN SAFETY PERSONNEL 
DEMAND 


je 
P ag 


PROGRESSIVE MANAGEMENT 
DEMANDS 


REDUCTION 


ACCIDENT FREQUENCY 


SEVERITY 


Scovr 


Respiratory Protective Equipment 
is the Answer 


Today more than ever before, hazardous atmos- 
pheres present one of the greatest causes of accident 
frequency and severity. Technological advances in 
process industries create atmospheric unknowns 
that cause neurological and pathological damage. 
Scott builds respiratory protective equipment to 
meet every type of breathing hazard. Whether the 
atmosphere is highly toxic, or not immediately 
injurious to health; whether the wearer must be 


Scott 
Inbalator 


Scott High- 
Pressure 
Hose Line 
Air-Pak 


Seat 
AVIATION CORPORATION 


229 ERIE STREET, LANCASTER, N.Y. 


Export: Southern Oxygen Co., 250 West 57th Street, New York 19, N. Y. 
Canada: Safety Supply Co., Toronto — Branches in Principal Cities 


protected for a short-duration maintenance job, or 
for a full day — there is Scott equipment to insure 
his breathing safety. 

The Scott Aviation Corporation is a pioneer in, 
and one of the world’s foremost producers of 
breathing equipment for aviation and industry. If 
you have accident problems that result from respi- 
ration of toxic atmospheres — let us give you the 
answers. Put your problem in the hands of experts. 


Scott 1 Scott 
Respirator Air-Pak 


SCOTT AVIATION CORPORATION ©® 229 Erie St., Lancaster, N. Y. 
Please send me the following literature and prices: 
C] Scott Air-Pak Brochure, () Scott Respirator Brochure, 
6-pages, 2-color. 6-pages, 2-color. 
[] Scott Inhalator Brochure, 6-pages, 2-color. 
NAME . TITLE 
COMPANY 


ADDRESS 


ee eee 
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“Say, this is easy; but I still like 
mouth-to-mouth.”’ 


Buy reprints of this page from Occupation ' ents each: 2 
more, 12 cents eacl all postpaid, Orders should sach the magaz “ Hu toad, Cleveland 1 
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LDEN SHOE CLUB 


Dedicated to Foot Safety 


To inquire about club membership, 
write: 
Golden Shoe Club 


1509 Washington Ave., 
St. Louis 66, Mo. 


Francis Larson of the U.S. Naval 
Ordnance Test Station, China Lake, 
Calif., was removing a trencher from 

tilt bed trailer. The 7,000-pound 
machine rolled off the trailer, landed 
with one track on Larson’s left foot. 
Another employee had to drive t! 
trencher off his foot. Yet there was 
no injury, thanks to his safety shox 


At Pennsylvania Railroad's Wil 
mington, Del., shops, Isaac Hall was 
unloading locomotive driving springs 
from a boxcar. One spring, weighing 
350 pounds, fell from a stack. It 
struck his right foot, dented the steel 
toe of his safety shoe. Hall's only 
injury was a slight bruis« 


Emile LaBrie, engineer for Scott 
Paper Co., Northeast Div., was r 
moving grates from a portable boiler 
at the company’s Waterville, Me., 
mill. A 65-pound grate slipped from 
his grip, fell 4 feet onto his 
and instep. His safety shoes absorbed 
the shock, prevented injury to his 


teet. 


Raymond Swiger was 
through the mill room of Inter 
national MHarvester’s Indianapolis, 
Ind., plant. A fork lift truck, carry 
ing almost 2 tons of castings, ran 
over his left foot. Although the fore« 
partially collapsed the steel cap of 
his safety shoe, Swiger’s only injury 


walking 


was a bruise. 

John McIver of Ingersoll Steel 
Div., New Castle, Ind., braced his 
foot against framework while pulling 
sheet steel across an automatic con- 
veyor. His foot slipped under the 
It lowered, hit the end of 
his foot, pinned him there until help 
arrived. Weight of the 
would have crushed or amputated his 
toes if he had not worn safety shoes. 
With them, he suffered only a slight 
cut on one toe. 


conveyor. 


conveyor 


Fred Reese was moving a tie cur- 
ing mold on a metal skid at the B. F. 
plant, Akron, Ohio. The 
400-pound mold slipped, dropped 36 
inches, struck the end of his right 
foot. It ripped leather covering the 


Goodrich 


steel cap of his safety shoe, 
no damage to Reese’s foot. 
Robert Palencsar, supervisor for 
the Dana Corp., Toledo, was inspect 
ing a spade drill and holder, when the 
15-pound tool fell from his grasp and 
struck his foot. The drill fell point 


downwards, cutting the leather over 


1 


the steel toe cap, which prevented a 


serious injury 


Eddie Wells, shipping department 
employee of the Budd Co., Philadel- 
phia, was taking a tie-in bar down 
from the upper tier of a railroad car. 
In the process, he 


dropped the bar 


and it tell’on his right foot, splitting 
the steel cap on his safe ty shoe. Wells 
suffered a slight fracture of the right 
t toe. His injuries would have 
j nore serious, were it not for 


Snoe 


F. Goodrich Co., Akron, 
Handling Specialist Mike 
d to shove a hand-operated 
*k into a boxcar. He slipped 
ling dock. The 500-pound 

| over his left foot, ripping 
“om. the cap of his safety 
he safety shoe absorbed 
avoided a severe foot 








“We had too much faith in Harry....” 


“Harry’s been here for years. We trusted him. Nobody needed 
proof of his reliability —we thought. 


“But Harry was tired last night. He napped on the job. 
The fire engines awakened him. 


**My life’s work went up in that fire. So did 147 other 
jobs —including Harry’s.” 


You need proof of every guard’s reli- 
ability. And that’s what you get with 
the tape-recording DeTex Guardsman 
Watchclock System—tamper-proof, 
minute-by-minute evidence of your 
guard’s vigilance. 


y DETEx 4 


WATCHCLOCK 
CORPORA7ION 


Dept. 0-9, 76 Varick Street 
New York 13, New York 


Guardsman supervision saves money 
while protecting your property. Even 
over long holidays and weekends, there 
is no need for a supervisor to return to 
the plant to change a 24-hour dial. 
Shall we send complete information? 


] 
| 

in The 
Yellow Pages | 


The Guardsman—and all DETEX 
dial-type clocks—are approved by 
Factory Mutual and Underwriters 
Laboratories. 
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Pictures and 


Fyrepel 

Products, Inc., 

offers a new fire- 

man’s aluminized 

overhood for high 

heat protection. 

Snapped quickly 

onto the brim of 

any fire helmet, 

it shields the 

q wearer’s face, 

neck, chest, shoulders. Two flexible 

straps fit under the arms and snap 

onto the chest for a secure, snug fit. 

It’s made of Scotch Shield fabric 

which reflects 90 percent of all radi- 

ant heat, has tremendous tensile 

strength, cannot absorb liquids or 
greases. 

Circle No. 125 on reader service card 


Structural clamp 


This 2-ton 
structural clamp 
is the latest ad- 
dition to Merrill 
Brothers’ line of 
over 25 material 
handling devices. 
It features a 
“short leg” that 
provides a secure 
bite even on small 
beams. Since it’s 
drop forged, the : 
clamp is extreme- = 
ly lightweight in relation to its ca- 
pacity. It’s 100 percent proof tested 
at 6 tons, and has a safety factor 
of 5 to 1. 
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Noise detector 


The M-S-A Soundscope provides 
three types of noise survey 
data that are essential for industrial 


ODUCTS 


information here come from manufacturers, 
and represent their own assessment of their products and 
services. To obtain more details about any item, circle the 
correct number on the reader service card and mail the 


card to us. No postage needed. 


safety. It measures overall sound 
pressures in the 24-150 decibel range, 
gives sound pressure data in each of 
seven octave bands over a frequency 
range of 75 to 9,600 cycles, and 
makes narrow band analysis within an 
octave to locate the frequency of 
noise peaks. Mine Safety Appliances 
Co. claims that design improvements 
extend range and flexibility of the 
new Soundscope beyond all previous 
models. 
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Danger flags 


Because they’re fluorescent red, 
these danger flags provide much 
higher visibility, give extra protec- 
tion to work crews and traffic. Their 
fluorescent vinyl surface is perma- 
nently bonded to both sides of the 


nylon base fabric; that means they’re 
durable, long-wearing. Albert W. 
Pendergast Safety Equipment Co. 
makes the flags in sizes and styles for 
many uses—on sign standards, barri- 
cades, traffic cones, trucks and trail- 
ers. 
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Stepladder 


Putnam Roll-Ladder Co. has a 
fiberglass reinforced plastic steplad- 
der it insists is “a revolutionary new 


type.” Models come in sizes of 3 to 
18 feet. “They are particularly suit- 
able,” says Putnam, “for use in in- 
dustrial plants and in power and elec- 
trical work. When tested under room 
conditions of 50 percent relative hu- 
midity, the ladder did not break down 
when a maximum of 120,000 volts was 
applied between the rungs.” The lad- 
ders are lightweight, nonconducting. 
Every model has safety shoes. 
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Tool holsters 


Much too frequent are the se- 
vere injuries caused by linemen and 
construction workers dropping tools 
from great heights. Three styles of 
Atlas “Fast-Draw” safety holsters 
solve the safety hazard and save time, 
tools, tempers. Atlas Welding Acces- 
sories, Inc., makes these holsters pri- 
marily for hammers and welders’ 
chipping tools. The company also of- 
fers a heavy webbing belt with safety 
snap; use it as a belt or shoulder 
strap to carry the holsters. 

Circle No, 130 on reader service card 


Smoke mask 


Experienced 
firemen suggested 
the design of the 
new Acme Smoke 
Mask. Both face- 
piece and canister 
pack into a heavy 
canvas pouch. A 
SEE-O _Indicat- 
ing Window on 
the pouch tells in- 

a | stantly how long 
the canister will protect against CO. 
Acme Protection Equipment Co. 
claims the Full-Vision facepiece per- 
mits the best view of any fireman’s 


continued on page 52 
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Model 372-9A See” U.S. Pat. No. 2899683 


waste and drain on your money 


Worker fatigue can rob you of many thousands of dollars a year, every year, 
without your realizing it. As injurious noise levels continue, working efficiency 
drops. Employees thus exposed suffer mental depression, and then hearing 
impairment, without at first recognizing the loss. But legal claims for auditory 
injuries keep increasing and so do state compensation law allowances now 
as high as $33,000 per claim. 


Straightaway Ear Protectors, in ten different models, are 
comfortable to wear with outstanding and attested attenu- 
ation, at 160 decibels in model 372-8A for instance. , Straicht jel 372-208 r 
Straightaways are quality constructed for maximum per- wanaeaess a c nfortable. setae sain 
formance and are easy to keep clean. Se, Cia yet provides high attenuation. A foam- 
OCT. 17™ na, 2157 1960 padded headband, adjusts with maxi- 
mum ease. ; d om n- 
A few well known users include: Aluminum Corp. of America, American Airlines, fort Reng tbobar er Be ST 
American Can, Armstrong Cork, Avco, Convair, DuPont, Eastman Kodak, General 
Electric, Monsanto, Pan American World Airways, T.W.A., U.S. Weather Bureau, 
all branches of the U.S. Armed Services. 


nsasuianed 2 Sa TS 


DAVID CLARK COMPANY INCORPORATED 
> 362 Park Avenue, Worcester 2, Mass. 


Gentlemen: Please ship (1) one Straightaway Ear Protector as checked, for 


~ ait 


trial testing. If O.K. will include with first order. 


[] 372-9A [] 372-8A () 372-20HH [) 372-20A 


NAME 





Straightaway Model 372-20HH (Ear 
Protector only) integrates with any 
STREET hard hat and keeps out damaging noise. 
Comfortable cloth harness fits between 
webbing and top of hard hat. Famous 
CITY STATE Straightaway high attenuation. 
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CHARCO 


HIGH VOLTAGE 


PROTECTIVE 


EQUIPMENT 


Charleston Rubber Company 
leads the field. in the manu- 
facture of superior protective 
products for linemen and high 
voltage workers. 


CHARCO 


FLEX-SAF * 


LINEMEN RUBBER GLOVES 
AND 


FLEX-FIT ° 
LINEMEN RUBBER SLEEVES 


CHARCO Filex-Saf Gloves and 
Flex-Fit Sleeves are made of the same 
top quality rubber. Both well exceed 
ASTM specifications, and also the 
most critical inspection and testing 
standards of the industry. 


-—-—— FREE ----~ 
LINEMENS PROTECTIVE 
EQUIPMENT CATALOG 


This new illustrated catalog, 
for use in public utility and 
industrial electrical fields, 
illustrates many products and 
gives concise instructions 
on proper care and use 


GLOVE CARE POSTER 


18” x 22” Poster Shows How 
To Properly Care For and Use 
Linemen's Gloves and Sleeves 


Please specify which you desire 


CHARLESTON 
RUBBER CO. 


22 Stark Industrial Park 
CHARLESTON, S. C. 
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New Products introduced it at a recent Los Angeles 


. safety show. 
continued from page ov 
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mask on the market. Reason for better Crane and hoist control 
vision, says Acme, is that the lenses 
fit closer to the wearer's eyes than in 
other masks. 





Hydra-Set, an auxiliary crane 
and hoist control instrument, permits 
fast, accurate, safe load leveling. This 
Circle No, 131 on reader service card 


Tractor safety switch 


If your tractors and trucks don’t 
have dead-man safety switches, here’s 
an item that serves the same purpose. 
Webb’s Saf-T-Mat is a rugged seat 
cushion containing a pressure switch 


wired to the vehicle’s ignition. The 
driver rests one foot on a floor pad 
containing a second switch. If he instrument can raise or lower any size 
leaves his seat, or is thrown, either load up to 100 tons a distance of 12 
switch kills the ignition and stops the 


inches with accuracy within 1/1000th 
vehicle. Weaver Manufacturing Co. 


continued on page 55 





S04 a Ss aed 


to save life when breathing stops and seconds count. . . 


ANMBU 


rescue breathing equipment 


= 5 yay 


e always ready for instant use 
e efficient, simple to operate and clean 
e no time-wasting set-up 
e compact, light-weight, portable 
instantly squeezes life-saving air into the. .« 
© 


no electricity or oxygen required 
victim’s lungs . . . helps restore respiration. 


accepted by the medical profession 


Write for additional information . . . or tele- 
Every plant or shop needs AMBU hand- phone collect to OSborne 5-5200. 


operated resuscitator and foot-operated 
suction pump—to meet respiratory emer- / AIR-SHIELDS, ive J A 


gencies—when and where they happen. 








Hatboro, Pa. 
Circle No. 34 on reader service card 
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BALDWIN-LIMA-HAMILTON CORP. 
USES PITTSBURG 


DYNAMIC 


Modern painting system provides better working conditions in Hamilton, 


Ohio, plant. . 


G°" productive efficiency, higher 

morale and fewer time-loss acci- 
dents. These are the chief benefits 
from the use of Pittsburgh’s paint- 
ing system of CoLor DyNamiIcs at 
the Hamilton, Ohio, division of the 
Baldwin-Lima-Hamilton Corp. 


The versatility and scope of the engi- 
neering skills of this organization 
are world-famous. Its Hamilton 
division includes plants which build 
heavy-duty Diesel engines, power 
transmissions for submarines, and 
components for atomic aircraft and 
guided missiles. Other plants build 
elephant-type and railroad shop ma- 


. where can-making and food-processing machines are made. 


chine tools as well as compacting 
and other types of hydraulic and 
mechanical presses. 


The plant shown, repainted accord- 
ing to Coton Dynamics, produces 
can-making machinery and special 
automated equipment for food proc- 
essors and packagers. 


“Work areas are made more cheerful 
and pleasing,” comments William 
F. Boyle, vice president and general 
manager at Hamilton, “‘by the use 
of Coton Dynamics hues of high 
reflectance. Eye-rest and focal colors 
on machinery and lower walls relieve 


How you can get a modern color plan of your plant— FREE! 
® We'll be glad to send you a free copy comprehensive color plan of your factory, 
of our fully illustrated book on COLOR without cost or obligation. Call your 
DYNAMICS for industry. It explains this nearest Pittsburgh Plate Glass Company 


modern painting system simply and clearly. 


branch and arrange to have a repre- 


Better still, we'll be glad to prepare a_ sentative see you. Or mail coupon at right. 


jy. PITTSBURGH PaINTS 


PAINTS + GLASS * CHEMICALS + BRUSHES + PLASTICS + FIBER GLASS 


IN CANADA: CANADIAN PITTSBURGH INDUSTRIES LIMITED 


to improve production 


efficiency and safety 


OF 


eyestrain. Our operators see their 
tasks better. Workmanship and 
productivity are improved. Safety 
colors on overhead cranes and other 
material-handling equipment, as 
well as in hazard areas, lessen danger 
of time-loss accidents. 


“Our workers are so proud of their 
improved surroundings they help to 
keep work areas clean.” 


Test the effectiveness of CoLor Dy- 
NAMICs in your plant. Use it in a 
department, or on a machine or two, 
and see the difference it makes. 
You'll find it costs no more than 
conventional maintenance painting. 


Pittsburgh Plate Glass Co., Paint Div., 
Department OH-90, Pittsburgh 22, Pa. 


| Please send me a FREE copy of your booklet 
“COLOR DYNAMICS.” 


| Please have your representative call for a 
COLOR DYNAMICS survey without obligation on 
our part. 

Name 


Street 


City County State 





® FITS PRACTICALLY Solve protection 
acre and fitting problems 
with the 


® WIDE RANGE OF VISION 


®@ EXCEEDS GOVERNMENT 


SPECS New AO 
Coverglas Goggle 








For the worker who needs impact protection over 
his regular glasses, this AO Coverglas Goggle 
(AO 325), does a real job. It fits 99% of workers 
(we’ve tested it widely and know). The 50 mm. 
round lenses simplify inventories because that’s 
the size which is standard in all other cup 
goggles used regularly. The frames of black 
cellulose acetate are better looking than those 
on previous models. You'll find that the per- 
forated aluminum side shields step up ventila- 
tion considerably and they will not corrode. Stand- 
ard bridge is leather and adjustable. Also available 
with rigid bar bridge as 325B and with adjustable 
rigid bridge as 325R. For welders model of this 
goggle ask for No. 329. 


American @ Optical 


COMPANY 
SAFETY PRODUCTS DIVISION 
Southbridge, Massachusetts 
Safety Service Centers in Principal Cities 








Welcome Your Plant Visitors 
Thoughtfully with NEW 
VISITATION Safety Glasses! 


Eye accidents to plant visitors can be costly and 
embarrassing. This new face formed spectacle (F790) for 
temporary and light exposures offers visitors comfortable, 
lightweight, optically correct eye protection. And the cost 
is very low — this is the thriftiest priced goggle in the 
entire American Optical line. Fits over personal glasses. 
Lens is .020” thick acetate — clear or green. Temples are 
clear crystal spatula types. Hand your visitors the F790 
in the scratch-free cellophane envelope. It’s good public 
relations — and good business! 

NOTE: Packaged in bulk in any quantity. 


Always insist on &) Trademarked Safety Products 


Your Surest Protection... AO SURE-GUARD Products 
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of an inch. You just install Hydra- 
Set as a link between the crane hook 
and the load. The unit is entirely 
self-contained, requires no air or out- 
side hydraulic lines to operate. Avail- 
able in seven standard capacities, 
ranging from 1 to 100 tons. Hydra- 
Set is a product of Mefco Sales & 
Service Corp. 

Circle No, 133 on reader service card 


Plastic shoe cover 


Canada 
shoe cover that 


From comes a _ plastic 
ensures complete 
protection from radioactive materials. 
It also protects the wearer against 
grease, oil, most acids. Safety Supply 
Co. reports that the covers are de 


signed in accord with Atomic Energy 
Commission You'll like 
their durable construction and non- 
slip soles. 


standards. 


Circle No. 134 on reader service card 


Aluminized gloves 

Air Reduction Sales Co. offers 
flameproof gloves that reflect 90 per- 
cent of all radiant heat. Leather palms 


and aluminized asbestos backs suit 
them for welding and cutting opera- 
tions, furnace work. Choose from 
three styles (lined or unlined): a 


five-finger carpincho leather glove, a 
one-finger mitten of green heat-resist- 
ant leather, a _five-finger 
similar material. 


glove ot 


Circle No. 135 on reader service card 


Aluminum scaffold 


Colonel planks and 
stages offer the strength, safety, and 
moisture resistance of aluminum at 
prices comparable to wood or combi- 
nation metal and wood equipment. 
Louisville Ladder Co. produces them 
on automatic assembly equipment to 
keep costs low. They feature exclu- 


Louisville 


sive Oval-Lok rung-to-rail construc- 
tion and nonslip footing. Available 
in 1,000- and 1,600-pound capacities, 


12- and 20-inch widths, lengths from 

6 to 24 feet. 

Circle No. 136 on reader service card 
continued on page 56 








Stop hearing loss 
before it occurs... 


Keep NOISE below the danger 


level! 


The H. H. Scott Portable Sound Level Meter helps you 
measure and control noise before it causes expensive 
hearing losses. Extremely compact . . 
can be held and operated in one hand... 


. weighs just over two pounds... 
is SO easy to operate that even 


non-technical personnel can learn to use it in 5 minutes. 


« Flashlight-size, battery powered 
« Rugged construction insures years of trouble-free service 
Meets all standards of the American Standards Association 
Winner of the Electrical Manufacturing Award for “‘Outstanding Achievement 


in Product Design.” 


Designed for use with the H. H. Scott Portable Sound Analyzer and Impact 
Noise Meter — when detailed analysis of noise is required. 


H.H.SCOTT 


H. H. Scott Inc., 111 Powdermill Road, Dept. 0-9 Maynard, Mass. 


Get complete information. Write for free copy of H. H. Scott's new catalog of Noise Measurement Instruments 
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The case of 


SAM the human 
BATTERING RAM 


He put his trust in a weak seat belt. 


Safety minded Sam always 
fastened his seat belt, but the 
belt let him down or, worse yet, 
failed and “‘threw him out.” Tre- 
mendous pressures are imposed 
when a car or truck is crashed 
and many seat belts will break 
under crash conditions. 


He 
é Wen Seat Belts 
are SAFE 


Made to be light, comfort- 
able, long wearing, strong and 
above all SAFE! The metal-to- 
metal quick release frees the 
driver or passenger instantly, 
AFTER THE CRASH. The 2-inch- 
wide nylon webbing is shock- 
absorbing, giving protection 
against sudden stops. Safe-Hi 
equipment is safe—zjust as safe 
as continuing research and a life- 
time of experience can make it. 
For complete information on 
Safe-Hi Auto Seat Belts, Con- 
struction Workers’ Belts, Lan- 
yards, Shock Absorbers, Ladder 
Shoes... write for FREE catalog. 

RO-2 


e 
e-He 
Safety Equipment is made by 


rose 


© ROSEMFG. co. 


manufacturing co. 


2700 W. Barberry Place, Denver 4, Colo. 
Circle No. 38 on reader service card 
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Sound analyzer 


Industrial Acoustics Co., Ince., 
now markets a combination sound 
level meter and analyzer developed 
by Rudmose Instruments. The R.A. 


#100 Sound Analyzer is simple for 
nonprofessionals to operate, yet ac- 
curate enough to meet professional 
demands. Since all readings are made 
from one dial, it is virtually impos- 
sible to obtain an incorrect reading. 
This completely transistorized unit 
packs into a handy carrying case. 

Circle No. 137 on reader service card 


Wall-mounted hose 
Hide-A-Hose helps you extinguish 
small plant fires before they spread. 
A wall-mounted aluminum reel holds 
150 feet of rubber-nylon garden hose. 


Its adjustable brass fog and steam 
nozzle directs water only at the blaze, 
preventing possible water damage 
elsewhere. Flinchbaugh Murray Corp. 
claims Hide-A-Hose is superior to 
water extinguishers because it pro- 
vides an unlimited water supply. 

Circle No. 138 on reader service card 


Des-Kart 
You can avoid flirting with hernias 
or muscle strains while moving heavy 


continued on page 58 





Pressure - Sensitive 
Instant- Sticking 


SAFETY SIGNS 


Pipe & Wire 
Markers 


on new QUICK-RELEASE 
dispensing cards 


@ No Screws, Bolts or Nuts 
Required 


@ Sticks to Any Surface 


e All Signs and Markers are 
Non conductive 


Save time and cut costs. 
Speedy Marx® are furnished on 
waterproof vinyl cloth, and 
comply with ASA, National 
Safety Council and all Mil.Specs. 


HUNDREDS OF STOCK ITEMS 
IMMEDIATE DELIVERY 


Contact your GESCO (General Elec- 
tric Supply Company) man, or send 
for*FREE mutti-colored catalog and 


NAMEPLATE 


(A Division of Anodyne, Inc.) 

1270 N.W. 165th St., N. Miami Beach 69, Fla. 
New York Office: 214-27 Northern Bivd., 
Bayside 61, N. Y. 

Bayside 4-4000 « Teletype: NY 4-1975 
Cable: Norplate « TWX: LPT 


NAMEPLATES © PIPE & ELECTRICAL MARKERS 
SAFETY & IDENTIFICATION SIGNS 
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Your Hearing Conservati 
With an Accurate Analysis of Noise-Exposure 


Because prolonged exposure to 
harmful noises cause early-in- 
duced hearing loss which is not 
easily discernible, the accurate 
analysis of these noises is a vital 
part of a proper Hearing Conser- 
vation Program. 
Accurate Sound 
Analyzer Necessary 

The measurement of noise and 
its analysis, (the breakdown of 
noise into its various frequen- 
cies), calls for precision instru- 
ments and techniques. To make 
the function of noise measure- 
ment and analysis easy for non- 
technicians, the Rudmose Instru- 
ment Co. has designed a new 
combination sound level meter 
and analyzer which furnishes ac- 
curate sound level measurements 
and octave analysis with a sim- 
plicity of operation making it 
virtually impossible to obtain in- 
correct readings. 


Also Calibrates 
Audiometers 
As hearing tests are the most im- 
portant part of a hearing conser- 
vation program, the audiometer 
output must be checked routinely 
for accuracy of calibration. The 


Rudmose R.A. #100 Sound Ana- 
lyzer is equipped with an ear- 
phone coupler for checking the 
audiometer’s accuracy of calibra- 
tion. Circle 65. 

Audiometers and 
Audiometric Rooms, Too 
The Rudmose R.A. #100 Sound 
Analyzer is an addition to the 
equipment distributed by Indus- 
trial Acoustics Company, Inc., 
for instituting a complete and 
effective Hearing Conservation 
Program. The Rudmose Auto- 
matic Audiometer is available 
for rapid and accurate hearing 
tests; and IAC Audiometric Ex- 
amination Rooms for providing 
a proper environment for ob- 
taining accurate audiograms. 

Circle 66. 

Control of Noise 
a Factor 

Another important part of any 
Hearing Conservation Program 
is the control of noise at its 
source. This is accomplished by 
the use of IAC complete or par- 
tial noisy machinery enclosures 
or by protecting personnel with 
IAC “Quiet Rooms” to shield 
workers from damaging noise. 
Circle 67. 





“STEEL CLAD” TELEPHONE BOOTHS | 


esins. 


Measuring noise level of a machine with the new Rudmose 
#100 Sound Analyzer. The lightweight, completely tran- 
sistorized unit is convenient for carrying. 


R.A. #100 Sound 
Analyzer being © 
used to check audi- 
ometer. The ear- 
phone coupler 
transmits audi- 
ometer signals into 
microphone for 
checking. 


KEEP NOISE OUT- CONVERSATION IN 


| 
IAC “NOISHIELD” telephone | 
booths are engineered for high 
acoustic efficiency to provide ease 
of conversation in noisy locations 
or privacy of conversation where | 
desired. 
Featuring rugged steel-clad con- 
struction, attractive finishes and 
: low cost, these booths are ideal 
for factories, public buildings, 
terminals, schools, labora 
tories, restaurants, stores and 
: for all noisy locations. IAC 
Wall Model ““NOISHIELD” “NOISHIELD” booths are also 
Telephone Booth installed in available in floor models. 
a machine shop. Circle 75A. 


Other literature 
available: 
Industrial Dept. OH-9 


INDUSTRIAL ACOUSTICS 
COMPANY, INC. 


341 Jackson Avenue New York 54, N.Y 
CYpress 2-0180 
Available for Qualified Representatives 





Using the Rudmose Auto- 

matic Audiometer, subject 

conducts his own hearing ; 

test seated within an IAC An IAC machinery enclo- 
Audiometric Examina-_ sure controls noise levels by 
tion Room. solating noisy equipment. 








Noise-Lock Doors 


Quiet"’ Rooms for Supervisory Personnel 


Circle 68 High Intensity N« 
“MINI-SIZED” Te 


Mufflers & Industriz 


e Chamber Circle 72 


t Chamber Circle 73 


Control Rooms Circle 70 Circle +4 


Silencers for Air Handling System 


Name Title 

Company 

Certain Territories Address 

City State 
Circle No. 40 on reader service card 
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4 r New Products 
Good-Looking . . . Safe . . . Featherweight! cutnasd from page 8 
j Z SAFETY SPECTACLES office furniture if you use a Des-Kart. 


(All-Purpose) | jiterature from Geerpres Wringer 
telis us. The device is sturdy, easy-to- 
use, is equipped with a safety strap 
and chrome steel handles. There is 
also a_ self-contained wrench for 
handy, quick adjustment, when 
needed. 

Circle No. 139 on reader service card 











TYPE 900 CLEAR 
TYPE 90! GREEN 





Heat detector 


N-CO-Stat is a fixed temperature, 
resetting thermostat available from 
Notifier Corp. Use it in locations sub- 
ject to rapid temperature changes: 
boiler rooms, drying rooms, unheated 


High quality protection at low cost. New 
features include: All nylon construction (no 
metal parts) that is non-flammable, unbreak- 
able and will hold its shape; Adjustable 
telescopic temples; Ventilated side shields; 
Universal bridge that fits all faces. All parts Full details and specifications on request. 
are removable and replaceable. Lenses are ee ae Tie ee 

CR-39, 6.00 D curve, .040 thick, weigh | oz. 

optically perfect. 











io 


see 
ow 


ai : 
Sy if ] pe: @ | J ria %, r | co., ie 
A tw ie ‘ ivr Inc. entrances—spots where rate-of-rise 


600 W. MERRICK ROAD, VALLEY STREAM, N.Y. detectors may turn in false alarms. 
+ S-7 SPECTACLES & LENSES * FACE SHIELDS * WELDER'S AND CHIPPER'S GOGGLES The N-CO-Stat comes in three 


PLASTIC EYESHIELDS * CHIPPING & GRINDING SPECTACLES * WELDING PLATES © CEneES models: for temperatures of 135°, 
I . INDING SPECTACLES ¢ WELDING PLATES & LENSES | % ak as rr ss 
: 190°, and 250° F. Notifier points to 


these special features: semiflush 
mounting, waterproof and airtight 
element, easy installation (fits stand- 


put VAtltig production ard outlet boxes.) 


Circle No, 140 on reader service card 


Hand lamp 
Here’s a tiny but tough hand 
lamp for use in hazardous locations. 
Crouse-Hinds Co. makes it of rugged, 
with OOREIY 


SURESEAL GLOVES 











SURESEAL MOST SPECIFIED WHERE Surety Sureseal Gloves, (made from 
Ilycar) give positive protection against 
the greatest number of acids and other 
corrosive liquids and wear up to 14 times 
longer than competitive materials. They 


are more snag, abrasion and puncture- 
j# production requirements prescribe = proof and the exclusive Surety Turn-Cuff 
fast, sure handling of caustic gives added protection for arms and pre- 


j# the handling of acids and other 
corrosive materials demand maxi- 
mum hand protection. 





liquids. vents liquid from getting into the glove. 
m8 ; : ; Tell us your requirements and test a pair ; - 
4 positive protection against crip- today — at our expense. Write on your nonsparking materials to prevent 
pling and disfiguring accidents is letterhead naming your glove jobber and possible explosions. You change bulbs 
a necessity. you will receive a pair by return mail. quickly because the guard, globe, and 


holder assembly come off as one unit. 
A swivel hook lets you hang the lamp 
RUBBER co. in tight spots, leaving both hands 


CARROLLTON, OHIO free 


Circle No. 141 on reader service card 


i longer glove life is needed. = 


IN CANADA: Safety Supply Co., Toronto 








continued on page 60 
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Tests protect employees, 
reduce chances of compensation claims 


Progressive company managements have made it a 
point to evaluate employee hearing as a vital part of 
complete pre-employment physical examinations. 
This individual record shows any hearing loss present 
before employment starts and can help determine 
whether the prospect is a good risk for jobs in areas 
where damaging industrial noise may be present. In 
the event of a claim for hearing impairment caused 
by noise, pre-employment hearing tests establish the 
level of hearing upon hiring, and act as definite proof 
in case of compensation claims. 


Many companies using the Beltone Portable Audio- 
meters for hearing tests have discovered that they 
provide fast, accurate hearing evaluations with a 


Bellone 


AUDIOMETERS 


a product of the 
Beltone Hearing Aid Company 
Chicago 


INCLUDING THE EMPLOYEE HEARING TEST PROGRAM! 


Gdns 





. ‘Vier 


minimum of expense and operator training. Exclusive 
one tube electronic circuitry plus complete accessories 
make each Beltone audiometer a ready-to-use unit 
that is easily transferred from one location to an- 
other. Complete instructions for operation are pro- 
vided with every audiometer purchased. For factual 
information on these versatile units, mail coupon to 
us without obligation. Prices start at $295. 





Beltone Hearing Aid Co., Dept. 9-226 
Audiometer Division 
2900 W. 36th St., Chicago 32, Ill. 


Gentlemen: 


Please send free information on your audiometers for indus- 
trial hearing tests. 





Company 








| 

| 

| 

| 

| 

| 

Name e need 
| 

| 
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2826 N. Fourth Street °¢ 


60 
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SAFETY MASKS 


TEL-A-SHIELD 
Protective 
Shields for 
Chipping, 
Grinding, 
Welding, 
similar 


operations 


You name the job condition— 
IPCO can supply the safety 
equipment designed to protect 
against specific job hazards. 
Head-to-toe protection for your 
workers—in the plant or in the 
field—begins with IPCO safety 
equipment. Write for more 
complete information and prices 
today. 


If SAFETY PRODUCTS 


INDUSTRIAL PRODUCTS COMPANY 


Phila. 33, Pa. 
Circle No, 44 on reader service card 
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Portable pump 

Need a_ portable’ water 
that’s really light and compact ? 
ican LaFrance has a new DC 


pump 
Amer- 
volume- 
pressure model that can be stowed in 
a truck compartment or mounted on 
lighter equipment. It weighs only 130 
pounds, can be carried easily by two 


men, Versatile, 
you can attach a foam nozzle or pick- 
up tube, even use it as an auxiliary 
pump for flood It is rated 
up to 250 g.p.m. at 15 p.s.i., has a 9- 
h.p. Briggs & St 


Circle No. 


goes any where. too— 


] ~-] 
| cellars 


ratton 4-cycle engine. 
142 on reader service card 





KLEAR-VU 
SAFETY MIRRORS 


Why risk a trafic accident in your 
plant...? Klear-Vu Safety Mirrors 
are the answer to the dangerous blind 
corner problem. 


Mounted at a height of 8 to 10 feet, 
Klear-Vu convex mirrors clearly re- 
flect the movement of approaching 
intersectional traffic at blind corner 
locations, thereby removing the prin- 
cipal cause for collision accidents. 


Mirrors are easily installed, adjust- 
able to any desired angle. 





Circ. Convex Glass 
Circ. Convex Glass 
Circ. Convex Glass 
Circ. Convex Glass 300MR* 30” dia. 
Circ. Convex Glass 360MR* 36” dia. 
Flat Rect. Glass 918 9x18” 
Flat Rect. Glass 1640 16x24” 


*MR indicates metal rim. 


120 12” dia, 
180 18” dia. 
240 24” dia. 





Special sizes made to order, Polished 
flat metal mirrors available. 


Write for bulletin. 


“LESTER L. BROSSARD CO. 


540 North Michigan Ave., Chicago, Ill. 
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BAST! 


HAWS SAFETY SHOWERS 
send torrents of rushing water 
from all angles — washing away 
dangerous irritants in a hurry! 
Slap open the conspicuous “Push 
to Operate” valve. Hard-running 
streams from 10 adjustable noz- 
zles drench victims in seconds 


You can depend on HAWS for 
the instant, positive first aid so 
vital until medical help arrives. 
This “Safety on tap” can mean 
the difference between temporary 
irritation and permanent injury. 
Get the facts! Write for HAWS 
new safety catalog. Do it today! 


Valve shown 
three-quarters 








Export Dept. 


open. 


DRENCH SHOWERS 


a product of 


HAWS DRINKING FAUCET COMPANY 


1443 Fourth Street * Berkeley 10, California 


19 Columbus Avenue 
San Francisco 11, California, U.S.A. 
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We have all the 


STONEHOUSE DANGER TAGS 
we need... 


























Accidents are no laughing matter— mansion tabaieads 
stop them before they happen Department 29 


9th & Larimer Streets © Denver 4, Colorado 


Send me your free 64-page catalog of 
Safety Signs and Tags 
~ 

~ Name 
DANGER) SIGN S Title 
gl “Signs Since 1863” 


DO NOT Stonehouse Jumbo Danger Tags are ideal for use Company 
on switch boxes, valves, and machines where a 
THROW temporary warning or permanent record of oper- 
SWITCH ating data is needed. Tags with special wordings, 
MEX AT WORK OM CCU : RS 
; sizes, and colors also made to your specifications. 
Wn MAIL COUPON TODAY FOR FREE, FULL-COLOR, State 
64-PAGE CATALOG. L 
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FIRST again with 
3 = SAFETY 


THOMPSON 
SAFETY HOOK 
by 
SHEPARD 
NILES 


Capacities Up 
To 20 Tons 


Positive Locking 
Full Throat Opening 


This new safety hook is designed to fit any 
crane or hoist. The safety catch can be operated 
with one hand... swings out and away for full 
throat opening. For slings, no hands needed, 
SNAP ON hook quickly, easily, positively ... 
locking at two points! 


Nine hook sizes, from 114” up to 472”. 


MLL 
SHEPARD NILES 


first! 


Another 


Combination Overload and 
Slack Line Limit Switch 


fits most cranes, or electric 
hoists with a standing part of 
line. Easily installed. Greater 
safety. Adaptable to most ex- 
isting installations up to 10 
tons. 

Makers of cranes and hoists 

from 250 Ibs. to 500 tons. 


For details on these and other 
j Shepard Niles products write: 
/ 
Y 


GHEPARD NILE 


CRANE AND HOIST CORPORATION 
3204 Schuyler Ave., Montour Falls, N.Y., U.S.A. 
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. watched in safety. 


Safety Comes 
As a Closed Circuit 


A problem and solution story 


One oF the first considerations in the installation of 
Goodyear Tire & Rubber Co.’s multistage dynamometer 
system at Akron was the safety factor. 

The $2 million machine, used to simulate jet plane 
landings and takeoffs at speeds between 300 and 500 
m.p.h., presented a hazard to operator and observers 
if they were near the machine when it was in motion. 
Tread rubber thrown off in “destruction point” testing 
could kill. 

Several plans were considered. One called for sink- 
ing the machine 6 feet below floor level in a pit and 
having a man close by in a cage. But this, with other 
ideas, was discarded. 

Closed circuit television was the answer. Safe in 
a control room, behind thick walls, technicians watch 
every revolution of a tire on a TV screen without the 
distraction of smoke and screeching of tires. © ® 
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NEW KOPPERS 
AUDIOMETRIC ROOM 


All-new audiometric examination 
room gives certified performance, 
puts your test subjects at ease 


THREE BIG THINGS about Koppers new 
Audiometric Room make it important for 
you to send for additional information: 


(1) CERTIFIED PERFORMANCE—A “Certifi- 
cate of Performance” is provided with 


each room sold, certifying a specific noise reduction 
for that room. Various size rooms provide an 
average noise reduction of 45 decibels, assuring 
accurate testing even in noisy areas. 


(2) FAST, FOOLPROOF INSTALLATION—Labor costs 
are significantly lower because a Koppers Audio- 
metric Room has less than half the usual number 
of parts—can be readily assembled without any 
special acoustical knowledge or special tools in two 
to four hours—is designed to be “leak-proof” no 
matter how many times it’s disassembled. 


Mail Coupon Today For Informative Folder > 


Metal Products Division 


SOUND CONTROL 


® Engineered Products Sold with Service 








(3) TOTAL ENVIRONMENT DESIGN —Koppers all-new 
Audiometric Room was designed for the physical 
and psychological comfort of its occupant. Special 
interior color, airy roominess, soft diffused lighting, 


no trim strips, exposed bolts, or other distracting 
interior elements. 


Sound Control, Koppers Company, Inc. 
3709 Scott St., Baltimore 3, Md. 


Gentlemen: Please send me complete details on your 
new Audiometric Room. 


Company 


Street 
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HT OFF THE DOCKET 








If you’re not in charge of compensation claims yourself, tear out these pages and 

route them to the one who is, or to your plant manager. Check those cases that 

are a great deal like problems that could involve your own business. It’s a good 
way to show how a strong safety program pays. 


Why should the court be skeptical? 


RicHarD S. Hecwoop had a hard time trying to con- 
vince a Louisiana court he was injured as he said. His 
story was this: 

On December 27, 1957, about 6 a.m., as he walked 
out of his employer’s place of business carrying a box 
of trash, he fell. His back was hurt. He described his 
condition as total and permanent disability. 

The employer contradicted the story. 

In addition to many discrepancies in Hegwood’s 
testimony, there was another factor which raised doubt 
in the minds of the judges. Hegwood spent a lot of time 
after the date of the reported injury trying to get 
several people to back his claim as witnesses to the ac- 
cident. 

Hegwood produced one witness, George Marshall, 
in his lawyer’s office only a few months before the trial. 
The court said it was quite strange Marshall wasn’t 
identified as a witness when Hegwood filed his claim. 
The court said Marshall’s testimony at the trial exactly 
duplicated Hegwood’s testimony in even the most in- 
significant details. This fact in itself raised a reason- 
able question as to Marshall’s truthfulness. 

Since the reliability of both witness and claimant was 
questionable, and since there was reasonable testimony 
from the employer that the accident never happened, the 
court believed the employer. 

Claim denied. 


Hegwood v. Harwood Mutual Casualty Co.: Louisiana 
Court of Appeals, 116 So. 2d 363 (November 25 
1959). 


Half hour early 


THE going and coming rule provides that under 
ordinary circumstances an employee will not be com- 
pensated for injury sustained while going to or coming 
from his place of employment. In New Mexico, statu 
tory law reiterates this generally accepted interpreta 
tion. Yet, William M. Ross, New Mexico resident, 
sought compensation from his employer for an injury 
he suffered while going to work. 

‘Ross, a carpenter employed by Marberry & Co., 
normally began his work day at 8 am. On the 
morning of the accident, however, he started a half 
hour early at his boss’ request. The employer had 
arranged to show one of his model homes to a prospec- 


64 


tive buyer at 8 a.m. Ross had agreed to arrive early 
and repair a door on the house before the customer 
arrived. 

Ross was driving to work that morning in his pickup 
truck when a mechanical failure caused the truck to 
swerve off the road and overturn. He was severely 
injured. 

Ross filed for compensation benefits. He maintained 
his case was an exception to the going and coming 
rule, said he had been on a special errand for his 
employer. 

Marberry & Co. did not agree. It held that merely 
asking Ross to come in a few minutes early did not 
constitute a special errand. Ross’s employment began 
when he arrived for work. He was paid neither travel- 
ing expenses nor overtime when he arrived for work 
early or stayed late. Under the arrangement with the 
company, when he started early, he quit early ; when he 
was to work late, he came in late in the morning. 

In handing down its decision, the New Mexico court 
noted that the workmen’s compensation act of the State 
should be liberally construed in the plaintiff’s favor, but 
distinguished between liberal interpretation and total 
disregard of the statute. The court pointed out that on 
the day of the accident Ross, at his employer’s request, 
had left home 25 minutes early, followed his usual route 
to his usual destination in order to perform his usual 
duties. These actions did not constitute a special errand. 
The going and coming rule applied. 


Claim denied. 


Ross v. Marberry & Co.: Supreme Court of New 
Mexico, 349 P. 2d 123 (January 29, 1960) 


An O. Henry ending here 


GeorceE WERR was killed in an automobile accident on 
his way back to Philadelphia from a shipyard. His 
widow claimed workmen’s compensation. She said her 
husband worked for the Philadelphia Derrick & Sal- 
vage Corp., that he had been sent by his employer to 
the Havre de Grace shipyard on business. 

Mr. Whitpain, president of the salvage corporation, 
and Mr. Wiley, general manager of the shipyard, con- 
firmed the story. 

But the insurance company had other ideas. By in- 
troducing certain documents and by crossexamining 
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| SOLVENTS 


CHLOROTHENE NU IS SAFER TWO WAYS! 


Chlorothene® NU, Dow’s newest multi-purpose cold 
cleaner, is expressly designed to serve the best interests 
of both personnel safety and plant operations. 

For safety, Chlorothene NU greatly reduces two solvent 
use problems at once . . . toxicity and fire hazard. Its 
maximum allowable vapor concentration is 500 parts per 
million—comparable to many flammable solvents and 
substantially greater than most chlorinated solvents. 
Chlorothene NU virtually eliminates the fire hazard of 
flammable solvents because it has no fire or flash point as 
measured by standard methods. 

Plant operating people will welcome the exceedingly 
wide range of applications made possible by the advanced 
stabilizer system in Chlorothene NU (specially inhibited 
1,1,1-trichloroethane). This system ‘“‘builds in’’ exceptional 


stability that assures remarkably low corrosion . . . so low 
that Chlorothene NU is even recommended for cleaning 
aluminum, zine, and white-metal alloys as well as other 
metals and many non-metallic materials. Chlorothene 
NU cleans by dip, spray, bucket or wipe methods—on the 
production line or for maintenance. 

For operating economy, recovery of Chlorothene NU 
for reuse is easy and practical—often with equipment 
already in the plant. 

Your distributor of Dow solvents will provide complete 
information about the safety features of Chlorothene NU 
and explain the specific cold cleaning jobs Chlorothene 
NU can simplify. Give him a call. Or contact your nearest 
Dow sales office. 

THE DOW CHEMICAL COMPANY + MIDLAND, MICHIGAN 


SEE YOUR DISTRIBUTOR OF DOW SOLVENTS—FIRST! 


See "The Dow Hour of Great Mysteries" on TV 


Circle No, 48 on reader service card 


OCCUPATIONAL HAZARDS © SEPTEMBER 1960 





IN ACTION... 
IN SECONDS 


Rockwood 
PocketAIRE * 
Medical 
Unit 


Rockwood’s PocketAIRE Medical Unit provides a positive, 
economical means of giving life-saving oxygen to em- 
ployees stricken with heart attacks, breathing ailments and 
other physical disabilities. 

It's sturdy, simple to use, weighs less and has less bulk. 
Its portability permits rescue worker to aid stricken victims 
in awkward, tight areas. Provides on the spot protection 
against all breathing hazards. PocketAIRE Medical Unit is 
ideal for Industrial Infirmaries, First Aid Rooms, Hospitals, 
Nursing Homes, and all types of rescue work. 

For further details on PocketAIRE’s life- 
saving benefits, write to ROCKWOOD 
SPRINKLER DIVISION, 2029 Harlow St., 
Worcester 5, Massachusetts. 


ROCKWOOD 
SPRINKLER DIVISION 


of The Gamewell Company * Subsidiary of E. W. Bliss Company 
Distributors in all principal cities 
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both witnesses, the insurance company brought out the 
real facts. George Wehr was not an employee at all. 
In fact, he was the owner of the salvage company and 
Whitpain was fronting for him as president. Since 
Wehr was not an employee, but really the owner, his 
widow could not collect. 
Claim denied. 
Wehr vy. Philadelphia Derrick & Salvage Corp.: 
Superior Court of Pennsylvania, 159 A. 2d 924 (April 


13, 1960). 


Did lifting bring on heart trouble? 


WILLIAM GorDON was a salesman and production man 
for Cenu Fibres. As part of his job, he examined fab- 
rics before shipment. 

Ordinarily, other employees brought the fabrics, 
weighing 85 pounds, to a rack 6 feet high, where they 
would be suspended and examined. Gordon testified 
that on September 17, 1957, he went to examine some 
goods sold. Because not so many employees were there 
as usual, he helped in lifting. He said this work was 
rare for him. 

He completed examination of the fabrics. When 
leaving, he started to feel very badly. Within an hour, 
a doctor examined him and ordered him taken to a 
hospital. His condition was diagnosed as acute coronary 
thrombosis and myocardioinfarction. Gordon’s testi- 
mony was corroborated in many respects by another 
employee. 


continued on page 68 















































$3 mn HI} 


| 
atomuffler 


exhaust and intake 
mufflers 


FOR SILENCING: 


© AIR OPERATED EQUIPMENT ¢ PUMPS 
¢ STEAM EXHAUST NOISE ¢ BLOWERS 
¢ COMPRESSORS ¢ AIR TOOLS 











Greater Noise Reduction and Flow Capacity. 
Std. Sizes: /g" to 6" N.P.T. Pipe Size 
Send for Literature and Prices Today 


Allied Witan 


COMPANY, INC. 


12500 Bellaire Rood 
Cleveland 35, Ohio 
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= It costs 

wae less than a fourth 
of a cent to clean 
a pair of really 
grimy hands with 
Go-Jo Creme 
Hand Cleaner 


Gojer, Inc., Akron, Ohio, manufactures a creme 
type hand cleaner that is truly effective in ree 
moving even the most deeply- imbedded grease, 
gtime and stubborn industrial soils. Compounded 
from highest quality chemical ingredients, Go-Jo 
Creme Hand Cleaner still costs less than one- 
fourth cent per clean-up. Go-Jo Creme Hand 
Cleaner also has a skin conditioning action that 
workers appreciate. Formulated with soothing 
emollients, it guards hands against cracl:ing, dry= 
ing and chapping, and replaces natura! skin oils 
that many industrial chemicals remove. 


Go-Jo Creme Hand Cleaner contains GT-7, a pow- 


erful antiseptic, to help prevent industrial derma- 
titis, which is often caused by an accumulation of 
harmful bacteria. A report by an independent 
microbiological testing laboratory (mame on ree 
quest) spells out the facts: In 

tests performed under everyday 

working conditions, on sub- 

jects representing a wide range 

of occupations, Go-Jo Creme 

Hand Cleaner reduced the bac- 

terial count on their hands by 

over 99%. 

Heavy-duty “One-Shot” Dis- 

penser by Go-Jo eliminates 

mess and waste and cuts hand- 

cleaning costs 75%. One pull 

of the handle delivers just the 

right amount for a quick, thorough clean-up. 


FOR FURTHER INFORMATION, WRITE DEPT.» OH-960 


GOJER, INC. arcons, ono 
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Light weight, easy to carry. Tough 
plastic case won't crack, dent or 
chip under rigorous portable use. 


SONOTONE PURE-TONE 
AUDIOMETER FOR 
PRE-EMPLOYMENT 
HEARING TESTS 


e RAPID, RELIABLE RESULTS... Sonotone Model 91D meets 
or exceeds all technical and medical standards... Permits 
speed and accuracy in diagnostic testing and retesting... 
Extremely low background noise level... Minimum hear- 
ing loss level of minus 20 db at all frequencies. 

e CONVENIENT, ECONOMICAL ...The most-used controls are 
the handiest...Complete unit weighs less than eleven pounds 
...Priced lower than any corresponding type of audiometer 
Sonotone’s Pure-Tone Audiometers are “Accepted” by the 
American Academy of Ophthalmology and Otolaryngology. 
No higher mark of distinction can be accorded any aud’ 

ometer. And Sonotone guarantees performance for one fu!! 
year. Write today for full details. 


Sonotone. : 


ELMSFORD, NEW YORK 


Leading manufacturer and distributor of superior transistor hearing aids 


FREE BROCHURE! Write for illustrated brochure giving full 
details on Sonotone’s Model 91 Pure-Tone Audiometers 
and how they can serve you better. 


Sonotone Corp., Dept. 31-90, Elmsford, N. Y. 
NAME____ 


STREET_ 
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A heart specialist testified he examined Gordon that 
day at his office and arranged for hospitalization. The 
specialist said Gordon had acute coronary thrombosis. 
He also said that 12 days later, after Gordon improved 
somewhat, he discussed the case with him. Gordon told 
him about the lifting incident. The incident, the doctor 
said, was causally related to the coronary thrombosis. 

\ doctor who testified for the employer stated there 
was no causal relation, since Gordon suffered no pains 
at the time of lifting. But he went on to qualify his 
testimony by saying that if the onset started within 5 
minutes (as stated in the report of Gordon’s doctor ) 
there was a possibility of causal relation. 

The New York court ruled that in view of the medi- 
cal and other testimony, Gordon’s injury was causally 
related to his employment. 

Claim allowed. 

Gordon v. Cenu Fibres: New York Supreme Court, 
Appellate Division, 196 N.Y.S. 349 (February 17, 
1960). 


He stayed in the wrong motel 


His EMPLOYER told Tom Bayless to drive a truckload 
of livestock from Elk City, Okla., to Fort Worth, 
Texas. After his stop in Fort Worth, he was to go 
to Tupelo by way of Jackson, Miss. The employer 
said he should stay in a certain motel at Jackson. 

3ut Tom had other ideas. After leaving Fort Worth, 
he took another route to Tupelo. Instead of staying in 
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DIRTY HANDS @ 


DANG 


Keep them 


Phio® Waterless Cleaner. | F white 
; Contains + 
fection. 


ba Kreme Skin ® 
Cleaner. Applied before 
impervious to paints, lacquers 
water based irritantsgeM 

to a lather after kit le 
clean. 
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ORDINARY ASBESTOS CLOTH BY 39 TO 249% 


Rigorous testing has dramatically safety clothing can be manufactured NOTE: Do not use Silvabestos in contact 
demonstrated the resistance to frictional from lighter-weight asbestos cloths to with open flame. It is not a substitute for mir- 
wear—the key to longer-lasting safety provide a more comfortable garment. ror-bright aluminum finished asbestos cloth. 
clothing—provided by R/M’s Silva- You benefit from reduced worker fatigue WYZENBECK WEAR TESTS 

bestos cloth. On the famous Wyzenbeck and higher morale. Completed Cycles Before | 

Wear Tester, Silvabestos outperformed a ) R/M Style | rere gon em yng 
untreated cloths by a margin of 39 to pei si ; ‘ Cloth _| Coated Cloth 
249°. In some instances, the untreated : 24H 120 78 227 
cloths failed before the equivalent Silva- ay ' cae can a 
bestos samples showed any sign of : “ = 10P225 | 

damage. And in another series of tests, none a ye pe 
designed to determine its heat-degrada- ‘ 

tion resistance, Silvabestos showed 27 ; Wear test. The Wyzenbeck machine subjects 
to 56% greater retained tensile strength eee , fabrics to punishing wear from an oscillating 


i: abrasive drum. In the test shown, the sam- 
after a l-hour exposure to 450°F. ete ples of uncoated cloth (Strips 1 and 3) were 
The durability of Silvabestos is also a ri destroyed before the Silvabestos samples 
; Rage : : . : (Strips 2 and 4) began to show damage. The 
responsible for its increasing popularity , table gives the results of Wyzenbeck tests 
among the workmen who wear it. 


conducted on six different grades of asbestos 
Because of this improved durability, cloth—uncoated and Silvabestos coated. 











191% 
91% 
249% 


| 
| 
125 174 | 39% 





Send for complete Wyzenbeck, muffle furnace and Abradofiex test data 
Raybestos-Manhattan does not make safety garments—only the cloth for fabricating them. Send for list of manufacturers producing safety clothing from genuine R/M Silvabestos 


ASBESTOS TEXTILE DIVISION 
RAYBESTOS-MANHATTAN, INC. 


Manheim, Pa. 


SPECIALISTS IN ASBESTOS. RUBBER, ENGINEERED PLASTICS, SINTERED METAL 
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sls? YOUR Lil 


HOPPING... 
ON CARPET-GAAE FLOORS! 


SOL-SPEEDI-DRI° 
spreads in seconds, works in 
minutes ...cleans, absorbs oil, ; 
grease, liquids for weeks! 


All it takes is one man 
with a rake or broom and a 
bag of SOL-SPEEDI-DRI to 
do the job. Super-absorbent 
SOL-SPEEDI-DRI granules 
soak up deep deposits from 
pores of wood or concrete! 
Non-burning, mineral 
SOL-SPEEDI-DRI smothers 
fire! Inexpensive, ‘reusable 
until completely saturated. 
Each Ib. contains over 13 
acres of absorptive area. 


aor rn 








SPEEDI-DRI DIVISION 


=| Minerals & Chemicals Philipp -on-onaron 


282 ESSEX TURNPIKE MENLO PARK, NEW JERSEY 





STOP Z 


BAR STOCK “ 


SILENT (ZG 
stock \@ 
TUBES 


More than 10 Years proved efficiency in noise elimination 

@ Maintain full machine® For all single and multi- 
capacity ple spindle machines, 

@ Equally efficient on RD., @ Easily installed, wear 


Hex., square stock, etc. resistant and economi- 
cal 


Write For Illustrated Circular and Prices 


CORLETT-TURNER co. 


9153 King Street Franklin Park, Illinois 
“BUILDING A nasivanene ON SERVICE” 


Circle No. 57 on reader service card 








continued from page 68 


Jackson, he stayed in a motel in Sherman, Texas. When 
the motel owner visited the room in the morning, he 
found Tom dead from asphyxiation, apparently caused 
by a gas stove. 

Tom’s widow put in a claim for compensation. 

The court did admit that whenever an employee is 
on the road for his employer, any injuries sustained 
by reason of his lodgings arise out of his employment. 
But, said the court, Tom was instructed to travel 
certain route, and he didn’t follow those instructions. 
By leaving the Jackson route and staying in Sherman, 
he removed himself from the scope of his employment. 

One judge disagreed with the majority. He said 
there was no evidence to show Tom deviated from the 
route for personal reasons. On the contrary, said this 
judge, Tom merely made a judgment as to which place 
would best serve the purposes of travel. Since he re- 
ceived no personal benefit, he was still acting for his 
employer and was not acting for his own personal 
interests. 

But the majority thought otherwise. 

Claim denied. 

Bayless v. Sparkman Livestock Sales: Sup 
of Oklahoma. 350 P. 2d 233 


reme Court 


Surgery not required 


Must AN employee have a serious back operation to 
collect workmen’s compensation? “No,” the New 
Hampshire court recently decided. 

Raymond E. Cate was an employee of M. S 


. Perkins 





poner A 
THOSE 
ees 


FROM ~*~... pe 
DUST, FUMES, 
GASES, SMOKE 


Special goggles provide safety 
for workmen, relieve tired eyes. 


Hug face securely but com- 
fortably. Can be worn with 
any respirator. Fog is re- 
moved from the lenses by 
an easy nod or shake of 
the head. A few drops of 
water on inner wall of lens 
do the trick. 

See your safety equipment supplier 


or order your sample direct — $2.00 
postpaid. Write today. a» 


H. S. COVER “, + 


Dept. 911, South Bend 14, Indiana iis 
“Respirators for Industry Since 1894" ¥ 
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COVER goggles 
and respirators are 
known world over 

for reliability. 


Ou %Y, 
Send for literature. 





Machine Co. On August 24, 1955, while at work, Cate 
suffered a ruptured invertebral disc. He refused to 
submit to a laminectomy operation for removal of the 
disc and a spinal fusion. When Cate filed for compen 
sation, his employer contested the claim. Cate, the 
employer maintained, had refused an operation which 
would have cured him. 

The question was solely whether or not Cate’s refusal 
to undergo the operation was unreasonable and arbi- 
trary. 

A number of doctors testified at the hearing, includ- 
ing the orthopedic surgeon who would have performed 
the laminectomy. He ‘said ‘the proposed operation on 
Cate’s back would have endangered his life. 

“It is really accepted as a very major operation,” the 
surgeon said. ‘““The complications which might arise are 
paralysis, infection, shock—irrevocable shock—shock 
from which a man just does not recover.” 

The doctor said there is no guarantee that the patient 
would be one bit better after the operation. There was 
the possibility he might be worse. Even the orthopedic 
surgeon who testified for the employers testified that 
in his experience, 1 out of 5 cases is not improved by 
a laminectomy. He also testified that the patient’s atti- 
tude is an important factor to consider when he faces 
major surgery, since it affects his rate of recovery. 

The court reviewed Cate’s other medical experiences, 
which had been bad. On the basis of medical testimony, 
it decided that a laminectomy and spinal fusion on 
Cate’s back involved danger to his life. Since there was 
no certainty that Cate would be better off after the 
operation, his refusal to be operated on was neither 
arbitrary nor unreasonable. His continued disability 
had not resulted from his own misconduct. Under the 
circumstances, the court would not force Cate to under 
go surgery in order to continue compensation. 

Claim allowed. 

Cate v. M. S. Perkins Machine Co.: Supreme Court 
vf New Hampshire, 157 A. 2d 778 (January 27, 
1960) 


How legitimate was compensation? 


WILL COMPENSATION be awarded to an employee's 
widow on behalf of her child, even though her child 
was fathered by a man who was not her husband ? 

This tricky question was presented to the Supreme 
Court of Wyoming. Everett Smith was killed whilk 
working for National Tank Co. In 1955 he had married 
Eleanor. But in 1956 he was imprisoned for a year. 
During that time, Eleanor had a child by another man. 

Testimony was in conflict as to whether, when 
Everett got out, he lived with Eleanor and the baby or 
stayed away. The court decided to believe the latter 
story, and based its decision on that point. 

Most workmen's compensation laws provide for 
awards to be made to stepchildren as well as to children. 
The trouble comes when a child is illegitimate. Some 
States define “stepchildren” as including illegitimate 
children. Other States do not. An important factor, 
said the Wyoming court, is whether the husband recog- 
nizes and supports the illegitimate child. But in each 
earlier case, said the court, the child was born to the 
mother before marriage. 

Here, the child was born after marriage. This fact, 
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MADE TO MEASURE 


for HIGH 
SAFETY 


STEPS 


For 
factories, 


warehouses, 
offices, 
stockrooms, 
schools, 


hospitals 
and libraries. 


Famous Cramer construc- 
tion. Rigid welded frame of 
highest grade aluminum. 
Safety-grip treads. Baked 
enamel finish in wide choice 
of colors. Unique STOP 
STEP rolls anywhere easily, 
stops and freezes to floor 
when you step on tread. 
Available in sizes from 1 to 
6 steps with rails available 


on some models. 


Mode! SS-20 
Top Step Ht.: 


{ f a 


x 


\ 








Model SS-40-LH 
Top Step Ht. : 36” 


Anchor Cup has plastic 
moulding to grip floor. 


Safety-grip treads 
assure safe climbing. 


Spring mounted 
ball-bearing casters for 
easy mobility. 


For complete information write 


POSTURE CHAIR CO., INC. 


625 Adams Street «* Kansas City 5, Kansas 
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and the fact that Everett didn’t support the child and 
even mentioned wanting to divorce Eleanor, seemed to 
' convince the court. It held that Eleanor would not re- 

WEDGE-GRIP \ ROUND- “a ceive compensation for her illegitimate child. 

for heavy pro- SHANK’S full, Claim denied. 

duction work. round, knurled 

Knurled, wedge- handle prevents : ee ; 

shaped handle slipping. Smith v. National Tank Co.: Supreme 

' Wyoming, 350 P. 2d 539 (March 29, 1960) 





Unsound heart v. unsound mind 


WorKING IN a hospital can be very dangerous—just 


HOLDER CURVED-LINE how dangerous, the case of a hospital attendant bears 


is for stamping out. 


ends of small ~* ¢ ¢ a 1 att = 
*iftee ays before hi: ath, the attendant was 
hers. shafts and Fifteen days before his death, the 


for your Tele) 0a other rounds. treated for a heart condition. On the day he died, he 
, was called on to help subdue an inmate who was caus- 
ing a disturbance. It took a minute to get him under 


Made from a special N . control. Afterward, the attendant had a fatal heart 
grade of tool steel, they ‘ : attack. 
do not spall or mushroom ; Zz " 


The court first stated the rule that to justify death 

i et ae - SLEEVE assures benefits for an employee who has died from a heart 
s' . ave sim- : . : 

plified type change fea- clear impressions attack. his work must be so strenuous as to be a cause 


on small tubing, 4 - MEME NE cm a bts 
tures. Write for Bulletin. pipe, bers and fiat 4 - of the attack. The exertion used to subdue an inmate 


stock. of a mental hospital is this strenuous. When an inmate 
eCCO A product of the Marking Device Industry becomes overly excited, he becomes extra-strong, and 


it takes much more effort to subdue him than it would 
AFE to subdue an ordinary person. 


MARKING TOOLS Claim allowed. 





1057 CHATEAU STREET, Milledgeville State Hospital v. Norris: Georgia Court 
: PITTSBURGH 33, PA. of Appeals, 114 S.E. 2d 298 (April 12, 1960) 


How to SAFETY-IZE. it 
WORN STAIRS.. just this easy Ee” : 


Restore slippery 
dangerous stairs in 
a few hours with 


% SUPER STAIRMASTER | ay : gee? 
the new heavy duty aluminum safety ‘ i §@ , we .) 
tread that solves commercial, indus- i ” 
trial, institutional stair problems this 
fast - 
For ‘dished’ wood, concrete, 
1- marble, slate, etc. stairs 
2 Simply level tread area 
e with plastic compound 
4 Apply Stairmaster — and 
* — stair is ready to use 
Abrasive ‘Traffic-Flow’ design has : 
i coarser. a deel pean apne i 2" COPPUS "Blue Ribbon” Ventilator-Blowers are portable and 
tions. Safety for ladies’ high heels, easily adaptable . . . for supplying fresh air or discharging foul 


easy to sweep or vacuum, rugged fOr sommes air or fumes. Mail coupon below for facts. 
long wear — Stairmasters are ideal . 1 
> 





*, 
im, 


for busy stairs. 


WOOSTER PRODUCTS Inc. 
Spruce St. 
woosTeR, OHIO 


ese oer nr ne 4 


| COPPUS ENGINEERING CORP. 
309 Park Avenue, Worcester 10, Mass. 


) in tanks, tank cars Name...... 


] in underground manholes = Company. 


for exhausting welding 


APPROVED Get full pee Address 


details on . ‘a | 
& RECOMMENDED Stair ‘oa | 
repair - ar 

BY SAFETY 


Company 
ENGINEERS 


! City 
GUARANTEED BY ! g. 
OB | a a a 


on boiler repair jobs City 


for general man cooling 

——_ up stagnant air COPPU 
wherever men are 

working or material 

wering BLOWERS | 
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2. SHUT IT IN 


THE SAME materials that go into 
enclosures for workers often can be 
used to shut in noise at its source. 
Some manufacturers produce 
acoustical panels in stock sizes and 
shapes. With them, you can easily 
put together almost any type of 
noise-containing enclosure. 
Specifications on these panels 
vary, but the kind of paneling men- 
tioned in the chart on page 32 (top) 
is fairly typical. It comes 4 inches 
thick. Each panel measures 32 by 44 
inches. The outside is steel. The in- 
side coat also is steel, but is per- 
forated with many small holes. Be- 
tween the metal walls, the panel is 
stuffed with fiberglass, although you 
can get other insulation. Assemble 
the panels with ordinary hand tools. 


Horrible example 


At one plant, a big transformer 
made so much noise that not only 
workers, but people who lived near- 
by, complained. 

A double-wall enclosure was built 
to shut in the noise. It reduced the 
sound by only 6 decibels. Appar- 
ently one of two things was wrong: 
Not enough provision had _ been 
made to prevent transmission of 
noise from the inner to the outer 
wall, or the transformer was not 
properly set on resilient mountings. 

In theory, a double-wall enclosure 
should give you twice as great a re- 
duction in machine noise as a single 
wall. In practice, it won't. That's 


and 
air always pass between the two 
walls. And if one wall is a little too 
near or a little too far away from 
the other wall, the attenuation (as 
the sound engineers call the noise 
reduction) is thrown ‘way off. 


because some vibration some 


3. PROTECT EARS 


One OF the simplest, least expensive 
ways to dim the din is to furnish 
workers ear equipment : 
earplugs, earmuffs, ear valves. 
These come in a wide variety of 


protection 


shapes, sizes, and materials. Just 
make sure they fit comfortably, so 
that workers will wear them with- 





Bausch & Lomb Optical Co. phot 
EARMUFFS like these have caps filled 
with foam, grease, or liquid to reduce 
the amount of noise that reaches the inner 
ear. You can combine them with earplugs 
for extra protection 





out complaint. A man 

one type to another. 
Generally, earplugs, if they fit 

well enough not to leak sound, are 


may prefer 


continued on next page 





THE REVOLUTIONARY 
ALL-PURPOSE 


In just 10 seconds, this 
handy, compact, folded 
COLLAPS!- COT  be- 
comes... 


——) 


Send for descriptive 
literature. 





EMERGENCY AIDS COMPANY 


6019 Northwest Hwy. @ Chicago 31, Illinois 





COLLAPSI-COT 


+». @ combination emergency 
stretcher — transfer chair. 
Ready for any emergency 
with a completely adjust- 

able back rest. 


COLLAPS!I-COT 

comes completely 

equipped with detachable 

waterproof pillow, canvas cover. 

and two restrainer straps. Can be used in the pliant 

or carried in an emergency vehicle. Collapses to handy 

compact size, 45” long by 20” wide by 2'<” thickness 
that simplifies storage. 
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EYE 
WASHING 
FOUNTAIN 








Leading industrial doctors advise immed} 
cte washing with plenty of running water as 
the best first aid treatment for any chemical 
in the eyes. Records prove that washing with 
water for ten minutes or more. closé to the 


Forehead operation leaves hands free to 
open eyelids so water can be directed wher- 
ever chemicals might be lodged. Sanitary white 
baked ename! bow] is resistant to most fumes. 

Over 500 industrial plant installations have 
been made to date. 

Write For Details. 


Chain Operated Wa fal GA a £&e fl 


perm SHOWER 


OISFIGURING 
FACIAL curs, 
ANO BURNS 


cuTs ANO 3 
micat BURN 
a ARMS / 
AND B00Y 


NEW 


LOW COST 

Bé&A 
SAF-T-BAGS 
are widely used for the safe 
handling of glass bottles con- 
taining harmful] chemicals; also 
the storage and recovery of 
expensive serums, biologicals, 

and other costly products. 
Paintul cuts, disfiguring 
burns, loss of eyesight, or even 
a fatality, do result from corro- 
sive liquid splash and flying 
glass when unprotected bottles 

‘Gaon “otter 

$ GALLON Write For Details. 


BENSON & ASSOCIATES.INC. 


Dept. OH, P. O. Box 7542, Chicago 80, Ill. 
Circle No. 62 on reader service card 
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most effective in the low-frequency 
ranges: 100 to 1,000 cycles per sec- 
ond. At frequencies of 2,000 c.p.s. 
and more, muffs usually work better 
than plugs. Combined, plugs and 
muffs cut noise pressure as much as 
45 decibels. 
Communication easy 

Some earmuffs, including com- 


plete helmets with built-in ear pro- 


tection, allow for telephone or radio 
communication through a= small 
microphone and earphones. Even in 
the midst of jet engine racket, which 
often approaches 140 decibels, men 
with this kind of equipment can talk 
plainly to one another, without the 
danger that goes with misunder- 
stood signals or partly understood 
words. 

Plugs and muffs have a common 
advantage: While they throw a 
block on noise in general, they nor- 
mally do let tones of the human 
voice seep through to the hearing 





OIL-COVERED AND DOWNHILL 
... STILL NO ACCIDENT 


Get Lasting Protection 
Against Slipping with 

Alcoa Abrasive Tread Plate 
Disaster no longer lurks on the oil- 
splattered floor of this vital production 
area. Alcoa> Aluminum Abrasive Tread 
Plate makes sure it never gets a chance 
to strike—no matter how wet, oily or 
greasy the floor becomes. Made with 
tough particles of fused aluminum oxide, 
its hard, abrasive surface offers com- 
plete slip-proof protection. Lighter weight 
makes it easier to install. Corrosion re- 


Aluminum Company of America 
1685-J Alcoa Building, Pittsburgh 19, Pa 


Name and Title 


Address 


EE ET 


Show me how Alcoa Abrasive Tread Plate prevents slipping. 
Please send a FREE sample—also application, design and fabricating data. 


sistance means virtually no mainte- 
nance. Longer, safer protection is as- 
sured, because wear serves only to 
renew the surface by uncovering em- 
bedded abrasive particles. 

Protect skilled workers and avoid 
costly production breakdowns by install- 
ing Aicoa Abrasive Tread Plate in areas 
where slippery materials accumulate. 
For more information check the coupon 
below, write Aluminum Company of 
America, 1685-J Alcoa Building, Pitts- 
burgh 19, Pa., or call your nearest Alcoa 
distributor. 


a es ee ee ee 


Warcoa ALUMINUM 





ABRASIVE TREAD PLATE 
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nerves. Granted that the best way to 
control noise is to stop it at the 
source, it’s still true that in 
areas that kind of control is a prac- 
tical impossibility. You may, per- 
haps, box in the awful noise from 
suction rolls in a paper mill; but it’s 
so expensive that giving workers 
plugs and muffs is a far more rea- 
sonable solution. 


some 


4. MUFFLE IT 


THE SCREECH of escaping air from 
many modern machines is truly ter- 
rific. It’s a hazard to more than 
hearing. The noise may, if it oc- 
curs only now and then, make work- 
ers literally jump into accidents. 
And it can, like all loud noise, make 
it hard to hear warnings. 

You have the 


sometimes same 





Sigma Lungineering 


. photo 
EARPLUGS of many kinds and materials 


are on the market. Most work well, 
although some are more comfortable than 
others. This model is an ear valve. It 
leaves the ear canal open to air and 
spoken instructions, but eliminates harm 
ful effects of loud noises. 





sort of trouble with steam- or 
vacuum-operated equipment. Steam 
pop-off can be as nerve-wrenching 
as the far quieter sound of a den- 
tist’s drill. 

The remedy? Muffle the escaping 
air or steam. Let it go where it must, 
but with much less noise. 


Mufflers at work 


One muffler, for example, can go 
on any air or steam line. It doesn’t 
take special tools or skill to install 
it. It will, as an air exhaust silencer, 
cut as much as 44 decibels off the 
noise pressure level. That means 
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sound made by escaping air shows a 
drop in intensity of 1,000 to 1. You 
can use the muffler to spread air out, 
too; that prevents a full-force flow 
of high-pressure air into a zone 
where people may pass by. 


Two years ago, Kaiser Steel 





Allied Witan Co. photo 
TWO MUFFLERS reduce the noise of a 
welding machine to safe levels. This type 
of muffler can go on any air-operated 
equipment 





Corp. (Fontana, Calif.) began ex- 
perimenting with ways to silence the 
tremendous noise of the snort valves 
on blast furnaces. Finally, the com- 
pany installed a muffler that weighed 
4 tons, measured 24 by 6 feet. The 
device, cased in a steel shell, hung 
from the outlet flange of the snort 


amples — have turned to portable 
mufflers for jet engines. These 
mufflers are big, but still small 
enough to be pushed around on spe- 
cial hand trucks or hauled by in- 
dustrial trucks. They reduce jet en- 
gine noise by roughly 15 decibels. 
That doesn’t make the noise safe for 
human hearing, but does make it 
much easier to protect ears with 
plugs and muffs. 

The need for mufflers may be 
summed up simply: Law demands 
you use them on your cars and 
trucks, although the engines pro- 
duce a lot less noise than much in- 


dustrial equipment. Why think that 
unmuffled sound is any more ac- 
ceptable inside a plant than out of 
it? 


5. ABSORB IT 


EvEN THE manufacturers of mate- 
rials that absorb sound tell you the 
best way to control noise is to muffle 
it or enclose it at its source. This, 
however, can’t always be done. 
Traffic in the area, the kind of ma- 


continued on next page 








Willson Products Division photo 


THESE MEN have to stand close to the 
Delta Air Lines planes they service while 
jet engines scream at a sound pressure of 
135 decibels or more. Ears can stand that 
much noise for only 10 seconds. Liquid- 
filled earmuffs, however, protect the 
mechanics’ hearing so they can endure it 


Acids 
made 


sate! 


No more broken glass 
with WALGENE 


NALGENE BOTTLE CARRIERS 
cushion and protect glass... 
actually eliminate breakage. 
The snap cover holds bottle 
firmly in place and the 

heavy wire handle is sealed 

in plastisol. 


Unbreakable NALGENE JUGS 
and CARBOYS are ideal for 
storing, handling and 
dispensing caustics, acids, 
and many other solutions, 
Check these popular 

styles and sizes. 


ASPIRATOR 
CARBOYS 
with 2” 


DISPENSING 


WIDE MOUTH JUGS 


polyethylene CARBOYS 
needie-type 4 with carrying 
spigot. handle. 812” 
2, 5, 642 it diameter. 11” 
and 13 gal. high. 2 gal. 


with 3s” spout 
fitted with plug 
permanently 
attached. 

2 gal. and 5 gal. 


for 15 minutes at a stretch without harm. 





valve, worked well in temperatures 
over 500° F. It cut noise to accept- 
able levels. Kaiser promptly in- 
stalled two more of the same. 
Airlines and aircraft manufac- 
turers Continental Airlines and 
Republic Aviation Corp. are ex- 








Our informative catalog H-459 
will be sent on request... 


The NALGE Co. Inc. 


NEW YORA 





Write Dept. 89 
WORLD’S LARGEST PRODUCER OF PLASTIC LABORATORY WARE 
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chine or process involved, the cost 
of enclosing or muffling the equip- 
ment, fire protection and ventila- 
tion requirements—all these factors, 
and more, have to be considered. 
When it isn’t practical to shut off 
noise at the source, or when enclos- 
ing it or muffling it doesn’t bring 
the decibel rating down to an ac- 
ceptable point, sound-absorbent 
materials will dim the din. 


Eight kinds of tile 


The Acoustical Materials Asso- 
ciation says there are eight types of 
sound absorbing materials. 

Regularly perforated 
fiber tile. This is wood or cane fiber- 
board that has regularly spaced per- 
forations. 

Random perforated cellulose fiber 
tile. This, too, is wood or cane 
fiberboard. Holes are spaced out of 
order and are of various sizes, for 
decorative effect. 


Slotted cellulose fiber tile. More 


cellulose 





wood or cane fiberboard, with a 
slotted surface. 

Fissured or textured cellulose 
fiber tile. The surface openings are 
patterned, with fissures or a texture, 
instead of having holes. 

Perforated mineral fiber tile. 
This is made of rock wool or glass 
wool board. The surface is per- 
forated. 

Fissured mineral fiber tile. Rock 
wool or glass wool board with ir- 
regular openings for decoration. 

Textured or smooth mineral fiber 
tile or board. Sound enters the mate- 
rial because the stuff is porous. No 
large openings appear on the sur- 
face. 


I od V4 FN, 
LIFESAVER emergency shower 


Membrane-faced mineral fiber 





instantly floods worker under a rinsing deluge... 
drowns flames, washes off acids, chemicals and fumes 


Accidents can slip through even the 
finest safety program. You protect 
your workers from these inevitable M. Byers Co. fetes 
emergencies when you equip your ABOVE: With ordinary steel tubes on 
plant or laboratory with Speakman this es oe a a ae — 
LIFESAVER emergency showers. Peerageer  ketes Side ae 
Carefully inspected and tested under shout to each other across a few feet 
water pressure, they assure durable, .. . BELOW: Retubing the machine with 
reliable performance under the 


plastic pipe dropped the noise pressure 
level to 98 decibels, still above the danger 
hardest use. For indoors and outdoors. 


point for continuous exposure, but a de- 
cided improvement. Retubing cost $60. 
Speakman Safety Showers and 
Fixtures are available in many types, 
sizes and combinations. For 

complete descriptions, write to 

Dept. OH, ask for Safety BookletS-88-A. 





tile or board. The surface has a coat 
that keeps out air, but lets in sound. 

Plastic manufacturers put out 
several kinds of spongy plastic 
foam. You install it as tile. The air 
cells in the foam trap sound waves. 

Main point in using acoustical 
tile of any kind is to reduce incident 
sound. That’s the noise that origi- 
nates inside the room where you 
are. Sound waves bounce back and 
forth between sound source walls, 
and often build up high decibel rat- 
ings even though the original source 


$-2075 Speakman LIFESAVER emer- 
gency shower. Size 1 inch. 8-inch cast 
brass self-cleaning shower head with 
adjustable face. Discharges 29 gallons 
per minute at only 30 Ibs. pressure. 


SPEAKMAN COMPANY 


WILMINGTON 99, DELAWARE 
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isn’t too noisy in itself. Acoustical 
tile or board prevents the bounce. 
It doesn’t take an expert to install 
acoustical tile, but it does take one 
to determine which type is best for 
your plant or office. One big warn- 
ing: Some acoustical tile burns al- 
most like paper. If you’re worried 
about fire, be sure you get tile the 
underwriters approve. 


Antinoise hangers 
You can absorb a lot of the noise 


in production areas the way the 
Wakefield Co., Vermillion, Ohio, 





Armstrong Cork Lo. tot 
ACOUSTICAL TILE, on walls or ceiling, 
cuts reflected noise to comfortable levels 
You can mount it on almost any surface, 
or make a false ceiling of it. Warning: 
Don’t cover sprinkler heads with it 





did it: Hang sound-absorbent boxes 
from the ceiling. There are several 
varieties of these, made from dif- 
ferent materials and in different 
shapes and sizes. 

Suppose you put a punch press in 
an open field. It doesn’t sound 
nearly so noisy as it does inside a 
factory. The sound waves don’t 
bounce from wall to wall, machine 
to machine. Instead, they spread out 
over a wide area, are absorbed by 
the space. The sound pressure level 
(decibel rating) drops accordingly. 

Acoustical hangers accomplish 
the same purpose as the open space. 
They pick up the noise, absorb it, 
prevent it from becoming incident 
sound that builds up by reflection to 
uncomfortable or even dangerous 
levels. They do an effective job in 
places where acoustical tile can’t be 
installed. They’re not hard to put 
up, but an expert is needed to tell 
how many hangers you need and 
where they should be placed. © ¢ 





Where credit is due 

Factual data or technical advice 
to help in preparation of this 
month’s articles on noise came 
from these sources: Acoustical 
Society of America; Acousticon 
International; Allied Witan Co.; 
Armstrong Cork Co.; Bausch & 
Lomb Optical Co.; Beltone Hear- 
ing Aid Co.; A. M. Byers Co.; 
David Clark Co.; Cleveland Speech 
& Hearing Center; Corlett-Turner 
Co.; Eastman Kodak Co.; Eaton 
Manufacturing Co.; Eckel Corp.; 
Falcon Alarm Co.; Ford Motor 
Co.; General Radio Co.; Elof 
Hansson, Inc.; Industrial Acoustics 
Co.; Kaiser Steel Corp.; Koppers 
Co.; Maico of Cleveland, Inc.: 


Maico Electronics, Inc.; Mine 
Safety Appliances Co.; Mobay 
Chemical Co.; National Gypsum 
Co.; Oneida, Ltd.; Republic Avi- 
ation Corp.; H. H. Scott, Inc.; 
Sigma Engineering Co.; Subcom- 
mittee on Noise in Industry; 
Thompson Ramo Wooldridge, Inc. ; 
U. S. Air Force; U. S. Gypsum 
Co.; Wakefield Co.; Willson Prod- 
ucts Division, Ray-O-Vac Co.; 
Zenith Radio Corp.; Flents Prod- 
ucts ( 





In Occupational Hazards’ October 
issue—Articles on Psychological Test- 
ing, Machine Guarding, and a spe- 
cial product guide covering National 
Safety Congress exhibits. 








The Modern 
Liquid Method 
Cleans and 
Anti -Fogs 
Glass or Plastic 


tue WILKINS CO., inc 


Cortland 3, N.Y. 
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Kennedy “HEAD SNUGGERS” 
. . . for real Winter Comfort, 
essential for outdoor workmen! 
. .. Special Models for Linemen 








Kennedy “HEAD SNUGGERS" as liners under SAFETY 
HARD HATS provide necessary protection against cold, 
wintery blasts, Sturdy SANFORIZED Materials and lock- 
stitch construction, allow repeated laundering and long 
usage. No better liners at any price. 
HEAD SNUGGERS fit all popular makes of safety hats. 





Popular 
Model WC-7 
“HEAD 
SNUGGER" 


This standard mod- 
el has met most 
every requirement. 
Full coveragestyle, 
complete with ear 
fiaps, adjustable 
slide buckle and 
fasteners to hold 
hard hat. Tops in 
warmth, comfort 
and safety. 


“i 





for the most severe weath 
available, including new 


No. 0-30 Thirty Below 
“HEAD SNUGGER" 


For extreme cold and 
exposure. Extra cover- 
age of face, chin and 
extending down 
into jacket collar, Elas- 
tic chin 
weight, water repellent 
and flexible. 
foam inner lining — air 
cell insulation principle. 
Also flannel lined to ab- 
sorb perspiration, The 
—- ideal “HEAD SNUGGER" 
er. Seven more styles 
“EL” models for linemen 
with molded nylon KLIKON buttons—No metal 
parts. Write for complete information. 


neck, 


strap. Light 


Thermal 








KENNEDY-INGALLS, INC. 


3735 NORTH 35TH ST., MILWAUKEE 16, WISCONSIN 








by America’s 
Ist name in 
floor mats since 1903 


® Top quality '/, inch 

heavy duty live rubber 
® Choice of 6 smart decorator colors 
® Low cost! 


Today’s most popular rubber runner! 
Stops dirt at the entranceway or in corri- 
dors and aisles. Prevents tracking through- 
out the building. Protects carpeting and 
floors . . . cuts down maintenance time, 
labor and expense. Anti-slip action pre- 
vents accidents. Ultra-attractive design. 


CROSS-RIB RUNNER 
Same top quality live 
rubber. Selection of 
smart colors. Functional 
design. Available in 

36 and 48 inch 
widths—up to 

60 ft. Igths. 


WEAR PROOF MAT co. 2156 W. Fulton St 


Exclusivel Wear-Proof mats 
feature patented ‘'V’’ rib 
design. 


THA 


TT 


Write for 
complete details 
—neocrest distributor 


Dirt is scraped off Ly 


shoes by heavy duty blades 77 
with ‘‘windshield wiper’’ ac-™ 


tion — Dirt falls into slots, 
easily cleaned out later. 
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and Salvation Army people. The 
streets department provided shovels, 
trucks, crane loaders, and related 
equipment, directed disaster work- 
ers in their use. 

The police 
mechanical equipment 
building wrecker operators, 
truck traffic moving. The 
commissioner roped off the area, 
rerouted traffic, supervised ambu- 
lance service and emergency patrol 
cars. The police surgeon directed 
doctors, saw that mobile hospitals 
and first aid and rescue stations 
were set up. 


superintendent of 
supervised 
kept 


police 


Authorities differ 


How did it happen? Investiga- 
tors agreed dust in the granary’s 
atmosphere was to blame. 

Some authorities maintained that 
flashback from the hot air cham- 
ber’s pilot light threw enough dust 
into suspension to be the ignition 
source. Others held that a grain con- 
veyor belt broke in the mill house, 
disturbing dust which was ignited 
by an unknown source. Still others 
said a defective electric motor above 
the working tower produced enough 
spark to touch off the blast, or that 
a static spark, heat from an electric 
motor, or an open flame combined 
with dust to cause the explosion. 

Poor venting in the Tidewater 
buildings multiplied the blast’s 
power. Only 19 percent of the 
plant’s floor area was fire-resistant ; 
21 percent was plank and timber; 
60 percent was wood joist construc- 
tion. Passages among the buildings 
were unprotected in some areas. 
Where there were fire doors, they 
were below standard. @ ® 





More information 


Dr. Louis Schwartz, indus 
trial dermatologist and former 
medical director of the U. S 
Public Health Service, has 
written The Prevention of Oc- 
cupational Skin Diseases. Get it 
from the Association of Ameri- 
can Soap & Glycerine Produc- 
ers, Inc., 295 Madison Avenue, 
New York 17, N. Y., at 50 


cents a copy. 











SEPTEMBER 1960 © OCCUPATIONAL HAZARDS 





USEFUL LITERA 




















yy 














To obtain any of the free literature or samples mentioned here, 

circle the number on the readers’ service card corresponding to 

the number of the item that interests you, and mail the card io us. 
No postage is needed. 


Fire protection 


Cardox Division, Chemetron Corp., 
offers a pamphlet describing fire ex- 
tinguishing equipment for power 
plants and electrical installations. It 
lists common hazards, tells how to 
safeguard transformer stations, ex- 
plains uses of carbon dioxide for 
purging generators and inerting coal 
bunkers to prevent spontaneous com 
bustion. 
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Audiometers 


Sonotone Pure-Tone Audiometers 
fill the need of modern industry for 
accurate, compact hearing test equip- 
ment. They meet or exceed all recog- 
nized technical and medical stand- 
ards of design and _ performance. 
You'll find data on four models in a 
Sonotone Corp. folder. 
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Safety cans 


There’s a style of Eagle safety can 
to meet every industrial need. All 
styles are electrically welded, made 
from heavily coated 24-gauge terne 
steel. A brochure from Eagle Manu- 
facturing Co. includes cvlor illustra- 
tions of filler, dis; caser, bench, drip, 
plunger, and drain cans. It also gives 
specifications, prices. 
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Safety shield 


The Portable Magnetic Safety 
Shield protects you against redhot 
steel chips and shavings the instant 
it is dropped into position. Its two 
permanent ceramic magnets attach 
themselves to any part of a machine. 
The thick vinyl shield completely re- 
sists sparks, yet provides a clear view 
of your work. A data sheet from 
Better Specialties, Inc., shows 4t in 
use on drill presses, grinders, lathes 
and milling machines. 
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Building maintenance 

The Service Products Division of 
S. C. Johnson Co. has prepared a 28 
page building maintenance manual. 
It stresses floor care, charts the char- 
acteristics and upkeep requirements 
of 12 common floor surfaces. Some 
sections deal with safety, stain re- 
moval, furniture polishing, general 
maintenance, and cleaning. 
Circle No. 104 on reader service card 


Pipe-marking kit 

W. H. Brady Co., manufacturer of 
pressure-sensitive industrial products, 
offers a free kit to help maintenance 
and safety men plan a standardized 
system for identifying piping. The 


continued on next page 








Convoy comes in the following colors: Lt. Gray, Dk. Gray, 
Green, Yellow, Tile Red, Black and White. For complete in- 


formation write for color card, bulletin and name of nearest 
distributor. 


THE Kelley PAINT CO. 


1445 S. 15th St. 


positive protection against slipping — 
CONVOY Skid-Proof*i Safety Enamel 


Covers those slippery areas with Convoy. Unexcelled 
abrasion, water and acid resistance. Economical, sim- 
ple to apply and easy to maintain. No etching of 
concrete is required when used over a fast drying 
prime coat of Convoy Concrete Sealer. 


Louisville 10, Ky. 








sandwich 


swallows 
noise 


This is an Eckoustic Panel — a very 
special sandwich, made of two layers 
of steel wrapped around a blanket of 
Fiberglas. 

You can use it as a modular building 
block to build a soundproof room or 
plant office — a machinery enclosure — 
a production test facility — or, for that 
matter, practically anything where you 
must shut noise out, or seal it in. 

Eckoustic panels protect employees 
from the harmful effects of exposure to 
continual noise ... increase employee 
efficiency by creating more comfortable 
working conditions. And we have the 
results of acoustical studies which show 
they do it more effectively than other 
types of acoustical panels. 

We also have a free folder that tells 
how Eckoustic Panels can help you 
solve sound control prob- 
lems faster and more eco- 
nomically than you may 
have thought possible. 

Let us send you the 
complete information 
without obligation. 


Write: 
THE 
y 
- —- 
CORPORATION 
153 Fawcett Street, Cambridge 38, Mass. 
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Useful Literature 
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Brady Pipe Marker Kit tells which 
pipes must be marked for maximum 
safety, where markings should be lo- 
cated, how pipes must be marked to 
conform to American Standards As- 
sociation requirements. 
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Traffic markers 


A brochure from Trafficaide Corp. 
suggests ways you can safely control 
traffic in and around your plant. The 
company manufactures traffic mark- 
ing strips of durable vinyl. The strips 
have adhesive backing, can be bonded 
permanently to pavement. The sur- 
face is reflective and skidproof. 
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Portable oxygen kit 


The Unitox emergency oxygen kit 
contains a regulator, mask, and two 
60-liter oxygen tanks. The regulator 
is detachable, can be transferred from 
one cylinder to another without spe- 
cial equipment. It’s accurate, too; 
for it holds a constant liter flow at 
any set rate from 1 to 15 liters per 


minute. A descriptive pamphlet from 
Unitox, Inc., is yours for the asking. 
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Metal partitioning 


Expanded metal partitioning with 
exclusive Quick-Erect fittings is the 
Globe Co.’s answer to your enclosure 
problems. A new 8-page catalog il- 
lustrates how Globe partitioning can 
provide strong, safe walls, guard win- 
dows and machines, give extra stor- 
age facilities. 
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Acoustical panels 

Eckoustic Panels protect employees 
from the harmful effects of exposure 
to continual noise, increase efficiency 
by creating more comfortable work 
conditions. They consist of two layers 
of steel wrapped around a blanket of 
Fiberglas. An Eckel Corp. folder 
shows you how to solve noise prob- 
lems fast and economically. 
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Lift truck safety 

Towmotor Corp. has prepared a 
safety kit that reminds workers of 
correct ways to operate forklift 


trucks. The kit features a pocket- 
sized operator’s guide showing safe 
methods of lifting, transporting, and 
stacking various loads. The kit also 
contains four safety cartoons to post 
on plant bulletin boards, plus four 
traffic signs warning lift operators of 
danger spots. 
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Automatic alarm 

Fire’s most effective ally is lack of 
early warning, says a pamphlet from 
Standard Fire Alarm & Signal, Inc. 
Standard automatic fire alarms pro- 
vide positive around-the-clock detec- 
tion and warning, with proven de- 
pendability. They are self-contained, 
require no electricity or batteries. 
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Air sampler 

Air pollution workers, safety men, 
and health officers should be inter- 
ested in a bulletin from Gelman In- 
strument Co. It gives technical data 
on the Hurricane Air Sampler. This 
reduces the time needed to get accu- 
rate samples of toxic dusts from 
hours to minutes, is also useful for 
establishing cleanliness levels in dust- 
free rooms. 
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CARBON MONOXIDE INDICATOR 


THIS REMARKABLY SIMPLIFIED IN- 
STRUMENT INDICATES CARBON MON- 
OXIDE PERCENT IN THE AIR SAMPLE 

TESTED BY MEASUREMENT OF 


SAMPLER 
CDE 

av Requires no color matching — is 
independent of operator's color 
perceptiveness. 

¢ Accurate and dependable over wide 
range of lighting conditions. 


CO-STAIN IN THE IN- 
DICATING TUBE. 


INDICATING 
TUBE 
CC-333 


JUST 
WON'T 
wr... 


Granet’s new wet-grip PYTHON Neoprene just won’t 
slip . . . even under the most trying conditions .. . yet 
costs no more than smooth neoprene coated or leather 


Range: 
10 to 2000 PARTS CO per 
MILLION PARTS of AIR 
(0.001% to 0.2% 
CARBON MONOXIDE) 


¢ Not affected by presence of other work gloves. 
gases normally encountered in 
safety testing (nitrous oxide, sul- 


phur dioxide, methane, etc.) 


The wet-grip feature of PYTHON neoprene coated 
work gloves is a big plus for the man working with 
oil... grease . . . chemicals or other slippery materials.* 

Flannel lining with wing thumb for added comfort 
and wear. Variety of styles... knit wrist to 18” gauntlet. 


M-31 For complete particulars, send for Leaflet 890A 


BACHARACH INDUSTRIAL INSTRUMENT CO., 200 N. BRADDOCK AVE., PITTSBURGH 8, PA. 
Send me a copy of MONOXOR CO Indicator LEAFLET 890A 
*Prove it to yourself... write for a free pair 


WAME ~a we mn POTTIO on your letterbead ... and put them to the test! 


COMPANY , ee ae ‘ es : 
STREET =— wees. SP 5 saa THE GRANET CORPORATION 


QTY AND STATE 23 LORING DRIVE, FRAMINGHAM, MASS. , 
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Fluid monitor 


Here’s a fluid monitoring system 
that detects radioactivity in gas or 
water at maximum allowable concen- 
tration (MAC) levels. The system 
includes a fluid monitoring shield, air 
monitor, logarithmic count ratemeter, 
and recorder. Literature from Nu- 
clear Measurements Corp. provides 
the technical 
accessories. 
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data, describes useful 


Traffic safety mirror 


Use these mirrors in plant aisles, 
on loading platforms—#in fact, any 
place where blind corners, intersec- 
tions, or entrances are potential traffic 
hazards. The mirrors mount high on 
a wall, reflect cross movement of on- 
coming floor traffic, eliminate thx 
principal cause for collisions. A Fred 
Silver & Co, bulletin lists styles, sizes, 
prices 
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Hoists and trolleys 


Consult bulletin DH-28A from 
Wright Hoist Division, American 
Chain & Cable Co., for a wide selec- 
tion of motor-driven and hand-oper- 


ated hoists, trolleys, cranes. It con- 


tains the following data on all units: 
mountings, specifications, suspensions, 
clearances, lifting capacities. 
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Power megaphone 


When you want others to hear you 
and heed you, try using a Holmin 
Voice Gun. It’s a_ self-contained 
public address system consisting of 
microphone, transistor amplifier, 
speaker, power unit—all contained in 
a 3%4-pound unit you can hold in one 
hand. Read about it in a folder from 
Wm. A. Holmin Corp. 
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Firemen’s clothing 


Literature from Globe Manufac 
turing Co. lists a variety of firemen’s 
suits and accessories. It pictures suits 
designed for every climate, plus such 
optional equipment as wristers, sus 
penders, and replacement liners. 
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Portable ventilators 
Coppus Engineering Corp.’s catalog 
of portable ventilators and man-cool- 


ing fans discusses wa 


the best advantage in industry. Twenty 
illustrated pages provide complete 
specifications and applications of all 
Coppus Blue Ribbon products. 
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Flexible hoses 


Here’s a 24-page manual that gives 
technical information on the Flexaust 
Co.’s lightweight flexible hoses and 
ducts describing Flexaust 
products and their uses, the manual 
includes charts on the chemical re- 
sistance of neoprene and on prop- 
erties of natural and synthetic rubber. 
There are mathematical tables and 
definitions of important rubber terms. 
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Besides 


Isocyanate handling 

Bulletin C-3 from Allied Chemi- 
cal’s National Aniline Division de- 
scribes proper handling and storage 
requirements for isocyanates. The 15- 
page illustrated brochure covers meth- 
is for unloading tank cars and 
handling drums, constructing 
ng storage tanks, disposing 
tem- 
1 moisture control, health 

hazards, safety measures. 
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NEW SILENCER 


for air exhausts 


High noise levels are 
effectively reduced 
by a new silencer de- 
veloped by Air-Maze 
Corporation. Fits 
directly to exhaust 
ports or piping. 
Breaks up shock 
waves to attenuate 
objectionable noise 
without noticeably 
impairing efficiency 
of air operated equipment. Standard sizes for 4%”’-1/4’’- 


% 


”, 1 LA 


2-34” pipe sizes. 


Also available are silencers 
for intakes of engines and compressors. 


AUR IVA ' 


CLEVELAND 28, OHIO 


A SUBSIDIARY OF ROCKWELL-STANDARD 
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ASE WRITE TO 





NEW AUTOMATIC 
PARTS WASHER 


NO AIR CONNECTION§ 
NEEDED! 


GLEANMASTER j 
JET, JR. 25 I 


50 
Mobile Caster Model ONLY db 


104.00 


Priced so low you can put a unit on every bench! . 
3 CLEANING ACTIONS! 2 CLEANING AREAS! 


Lower level: SOAK & AUTOMATIC JET TURBULENCE 

Upper level: CONTINUOUS filtered FLOW thru flexible HOSE FOR 
PRECISION CLEANING 

Automatically jet cleans more parts, faster, easier, in less space 

at lower cost. Saves money, men, materials for pennies a day! 

ORDER TODAY! Full Satisfaction GUARANTEED! 

Write for JET CLEANING MANUAL... 

complete details on the KLEER-FLO JET, JR. 25. Larger 

Jet models...and 9 other automatic models for every need. 


ae 
racticol MANUFACTURING CO. 


2840 4th Ave.,S, MINNEAPOLIS 8, MINN. 
ee 


THE | Kleer=Gle COMPANY 


250 W.57th St, NEW YORK 19, N.Y 
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Call your Bullard distributor 
he has a mechanical one — 
that works better, is less 


costly, easier to install, and 


BACK-UP 
ALARM? 


BULLARD 


WWDUSTRIAL SAFETY EQUIPMENT 


takes no maintenance. 
Pick up your phone right now, 


or write for literature. 


E. D. BULLARD COMPANY 
SAUSALITO, CALIFORNIA 


Analyze 


continued from page 30 





octave band analyzer, you'll want a 
half-octave, third-octave, or narrow- 
band analyzed. They all narrow the 
spectrum and analyze frequency. 


To study thuds 


Sound level meters and spectrum 
analyzers, very efficient for steady 
types of noise, aren’t effective for 
impact or transient noises—the kind 
generated by punch presses, chip- 
pers, and forge hammers. Nor will 
they suffice 
such as you get when 


for explosive noises 
internal 
combustion engine tut 


“ns over. 


These sounds call for a cathode- 








You need all the hands 


aie you can get 


_—— 


FIGHT DERMATITIS 
REDUCE ABSENTEEISM 


pra 


Heavy-duty, antiseptic 
borated hand-cleaning powder 


For free sanitary survey of your premises 
ask your Dolge Service Man 
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H. H. Scott, Inc., photo 
WHAT’S WRONG? For photographic 
effect, this hygienist holds a i 
analysis microphone close to a 
worker’s ear. In practice, the mike should 
be at least 2 or 3 feet away from ob- 
structions. The worker’s head would 
distort the sound field, produce inaccurate 
measurements 


noise 
plant 





ray oscillograph, but this instrument 
is so complicated that you find it 
mainly in laboratories. You can get 
attachments, called noise analyzers, 
for standard sound level meters to 
measure certain significant char- 
acteristics of impact noise. Their 
analysis is not as comprehensive as 
that of the cathode-ray oscillograph, 
but they provide sufficient data for 
many industrial needs. 

For detailed analysis of impact 
noise, vour best noise 
consultant. He will have the labor- 
atory facilities to do a really inten- 
sive study. @ @ 


bet is a 





When you want to know more 
about products advertised in this 
issue, use the Reader Service 
Card. 
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ALL SIZES 








3-SIDED MODEL 


SINGER SCREENS have met with tne ap- 
proval of many industries. Incredibly 
light in weight. Rust-proof steel. No threads 

bles in minutes. Curtains of duck, 
neoprene-coated fiber glass or Johns-Man- 


ville aluminized asbestos cloth. 








DOZENS OF USES! 


SINGLE 
SCREEN 


PROTECTION 
ON 4 SIDES 
|- 


\ 


Ask your dealer or write: 


NEW BIG Special Products Division | 


CATALOG 


vase" SOMME 


ei line of 
GLOVE MFG. CO 


work gloves, 
welding gloves 860 W. WEED St., 
CHICAGO 22, ILL. 


and safety clothing. 
—_eese ew ee ea eee oe 








PRESENTING 
FOR THE FIRST TIME 
An All-Purpose 


“SHIELD OF SAFETY” PLAQUE 


$S-10 
TWO TONE Jewelers Bronze Etching 
with Green Enameled 
"Shield of Safety’ emblem 
Genuine Walnut Plaque |0"'x!0'/," 
SS-10 AWARD OF MERIT 
SS-11 PLAIN RIBBON 
SS-12 AWARD OF HON 
SS-13 PLAIN ett NO” — 


Expert Hand Engraving 6c per letter. 
Write for Free 40-Page Catalog 5191. 
SAFETY AWARDS & INCENTIVES 





See our Display at Booth 48 
NATIONAL SAFETY CONFERENCE 


WILLIAMS JEWELRY & MFG. CO. 


DEPT. OH-9 10 SOUTH WABASH AVE. 
CHICAGO 3, ILL. CEntral 6-5018 
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Two levels coordinate 

The management safety advisory 
board takes up where the divisional 
foremen’s leaves off. 
Goodyear has three of these boards. 

The first is made up of produc- 
tion and service 
L. Tomkinson, general superin- 
tendent of Akron operations. Be- 
sides Tomkinson, there are 10 other 
members — plant 
for the most part. 


commiuttee 


men, is headed by 


superintendents, 


The second board has 6 members 
of Goodyear’s research and develop- 
ment department. R. T. Bete, de- 
velopment administrator heads it. 

The third cons 
ists. 


ists of three chem- 
Chairman is H. I. Belknap, 


manager of chemical production. 


Management board’s duties 
These groups meet every 60 days 
to review plant safety performance 
since the and to cover 
items referred to them by the divi- 
sional foremen’s cor 


last meeting 


nmittees 

The boards decide on the validity 
of safety recommendations, particu- 
larly those involving considerable 
expense. They assign priorities for 
safety improvements. The size of 
Goodyear’s Akron operations, with 
an employee force of 17,000, makes 
this a demanding job. 

The advisory boards also prepare 
releases for top management’s sig- 
nature as a means of keeping em- 
ployees safety conscious. 

The chemical and research and 
development wings of the advisory 
boards deal with specialized prob- 
lems. They review the safety aspects 
ot new 
taking care 
work. @ @ 


processes in addition to 


of regular committee 





The 1959 record . . . In 
1959, Goodyear’s 
its Akron plant showed 
frequency against an industry 
average of 2.81 and severity of 
188 against an industry average 
of 387. 


for 
2.21 


statistics 














Actual compensation cases are reviewed 
in OcCUPATIONAL HAZARDs monthly legal 
feature, “Right Off the Docket.” See 
page 64. 
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THE POSITIVE 


LADDER SAFETY DEVICE 
LOCKS- a NOTCH 


Prevents death 
+ and injuries 
\} from falling. 


lf climber starts 
to fall, device 
locks in a deep 
notch on carrier 
rail and limits 
fall to approxi- 
mately 6 inches 
— distance be 
tween notches. 


LOCKS AUTOMATICALLY and 
INSTANTLY—HOLDS SECURELY 


Will catch and hold workman if he starts to 
fall, even if unconscious. Cannot slip on 
down ladder. Requires no attention from 
climber; he climbs in normal manner. Inex- 
pensive. Easy to install; 3 men can clamp it 
to ordinary ladder in few hours. Clamps to 
any rung ladder, peg ladder, pole or frame- 
work. No welding or cutting. Notched rail 
hot-dipped galvanized. Entire equipment 
rust and corrosion proof. Can be kept free 
of ice by applying heat inside the carrier 
rail. In use approx. || years. Approved by 
Safety Engineers and Govt. Agencies 
throughout country. Patented. Manufactured 
only by 


SAFETY TOWER LADDER CO. 
1024 Burbenk Blvd, P.O. Box 1057 
BURBANK, CALIFORNIA 


| On-The-Spot FIRST AID. 


... When it counts 


PAC-KIT” 














Instantly avails supplies and accessories 
for emergency care of burns, cuts, bruises, 
lacerations, superficial eye injuries, un- 
controlled bleeding, fainting, fractures 
and allied injuries common to industry. 
PAC-KITS are indispensable where shops 
lack medical facilities. 
Average fellow worker can instantly ap- 
ply any of the various replaceable items 
contained in the heavy-duty dustproof, 
moistureproof cabinet. 

WRITE TODAY for description 

of 4 available sizes and prices. 


The PAC-KIT Company 
P. O. Box 1306 Greenwich, Conn. 
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BUBBLE-GOGGLE 


GET FULL eye and upper face pro- 
tection at an economical price with 
Paulson Bubble-Goggles. High qual- 
ity optical plastic is contoured to fit 
the face and guard the eyes. 100% 
distortion-free vision. Feather weight. 
Adjustable headband. Ventilated 
lense. Inexpensive, the Bubble-Gog- 
gle is ideal for employe and plant 
visitor alike. Choice of Light Green, 
Green, or Ciear. 


FREE SAMPLE AND CATALOG 
OF COMPLETE LINE OF 
FACE PROTECTORS 


PAULSON MFG. 


Fallbrook 





SCREEN OUT 
HARMFUL NOISE 


Workers in 
noisy plant areas will 
really appreciate Mack’s Anti-Noise 
Earplugs which allow them to hear, 
yet deaden the !oud noises which 
injure the inner ear, fray 
nerves, sabotage 
production. 


7 COMFORTABLE FIT — 
Just press Mack’s Anti-Noise Ear- 
plugs firmly over, not into the ear 


canal. They mold comfortably to 
the ear’s contours. 


2 RE-USABLE—These ear 
plugs will not crumble nor readily 
deteriorate for they are formed 
from strongly cohesive materials. 
Composition features guarantee re- 
peated use. 


3 ECONOMICAL —3 pairs 
for $1.00. Write for quantity prices. 


Orders filled by return mail. 


McKeon Products Company 


22-K COLONIAL ARCADE, 
CLEVELAND 15, OHIO. 
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TURTLE/CLUB 


Richard Williams of Union Elec- 
tric Co., St. Louis, Mo., was chang- 
ing an insulator string at the base 
of a 90-foot tower. Linemen work- 
ing atop the tower failed to notice 
a defective piece of insulator break 
loose. Although it struck Williams 
on the head, his hard hat saved him 
from serious injury. 


At Monsanto Chemical Co., Texas 
City, Tex., W. R. Merrill was cut- 
ting cork in the dryers. A striking 
wrench fell from a scaffold 21 feet 
above, landed squarely on his safety 
hat. The hat cushioned the force of 
the blow and prevented serious head 
injuries. 


Richard standing 
against piling at the Fisher Con- 
tracting Co., Phoenix, Ariz. A steel 
retaining washer fell from a pile ex- 
tracting hammer 6 feet above. It 
struck his safety cap which com- 
pletely shielded him from the force 
of the 111-pound blow. 


Morley’ was 


William Paul Collins of the Dravo 
Corp., Pittsburgh, Pa., was moving 
material on the ground. A connect- 
ing angle fell from 73 feet above, 
struck his head and chest. He suf- 
fered only minor injuries, thanks to 
the safety cap which diverted the 
blow. 

At Pondosa Pine Lumber Co., 
Monte Lake, B. C., Roderic Jones was 
cutting a stump. Thirty feet 
behind him a tractor was skidding 
One log slammed into a pine 
snag. The snag toppled and crashed 
head. His hard hat 
saved him from a fatal head injury. 


large 
logs. 


down on Jones’ 


John Blazejewski of M.J.M. Elec- 
tric Co-op, Carlinville, Ill., was bend- 
ing over to pick up brush about 2 
feet away from a power chain saw. 
As the saw operator changed posi- 
tion, he accidentally ran the moving 
saw blade into Blazejewski’s hard 
hat. Blazejewski escaped serious in- 
jury; the hat undoubtedly saved his 
life. 


R. L. Epps, an employee of Lone 
Star Steel Co., was bending over an 
open hearth, when he was struck on 
the head by a pair of brick tongs. His 
safety hat prevented a severe head 
injury. 
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INDUSTRIAL 
FIRST AID KITS 


Since 1922, 
HALCO Indus- 
trial-Style First 
Aid Kits have 
been installed in 
thousands of In- 
dustrial Plants. 
There are now 
over 20 Standard Combinations 
available and there's one that 
would be ideal for your Plant. 

All HALCO Kits are made of 
heavy gauge steel and contain the 
most modern Surgical Dressings 
and Medical Supplies. 

Write today for our new 4-page 
illustrated brochure and the name 


and address of our nearest Dis- 
tributor. 


A. E. HALPERIN C0., INC. 


75 Northampton St. 
BOSTON 18, MASS. 
SEE US BOOTH 213 NATIONAL SAFETY SHOW 














NEW [ “Louisville Colonel” 
ALL- ALUMINUM PLANKS 
& STAGES 


Superior Quality at an 
Amazing low price 


ANNOUNCING .. . Louisville Ladder 
Company’s sensationally low cost line of 
safe, serviceable and durable light weight 
all aluminum stages in popular lengths 
and 12” and 20” widths! With 1000 or 
1600 lb. capacities for a ONE or TWO 
MAN load... these stages are constructed 
with Louisville’s exclusive OVAL-LOK 
rung-to-rail connection . . . the same 
“SURE FOOT” aluminum decking used 
on higher priced units to make the 
Louisville Colonel the finest all metal 
stage buy on the market today! 
Write today for complete details 


OQUISVILLE 
ADDER CO. 
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wena eel EVENT 
THIS! 


light, strong, tough because 
they're STEEL CAST- 
INGS. Hold heavy trucks, 
trailers with ease. Prevent 
accidents caused by vehicle 
moving away from dock 
while loading, unloading. 
Easy to handle, store. Prac- 
tically indestructible. 
Stocked for 

Immediate 

Delivery 


$12.35 ea. 


1-5 Blocks 


$11.45 ea. 


6 or more 





Order now for immediate delivery! 


Hammond, ind. Write for illustrated catalog. 


CALUMET STEEL CASTINGS CORP. 
1640 SUMMER STREET + HAMMOND. INDIANA 





eo < 
For MOISE 


REDUCTION 


Prevents Permanent 
Ear Injury by Reducing 
High Frequency Sound! 
e Fabricated of Reinforced Plastic! 
e Corrosion Resistant! 
e@ No Back-Pressure! 
e Highly Efficient! 
e Economical! 
Manufactured by 


MANUFACTURING CORP.| 


WARSAW, INDIANA 








Circle No. 88 on reader service card 





At Lehigh Portland Cement Co., 
3unnell, Fla., George Galloway was 
doing brick work in kiln No. 4, when 
an 18-pound piece of coating fell from 
6 feet above him, striking the left 
side of Galloway’s head. He was not 
seriously injured, thanks to the pro- 
tection afforded by his hard hat. 


At the Penn-Dixie Cement Corp., 
Buffalo, Leo Bragg walked past a bat- 
tery of cement silos. A repairman 
working 143 feet above him dropped 
a heavy chisel. It struck Bragg on the 
head. His safety hat cushioned the 
blow and protected him from serious 
injury. 


Jimmy P. Shaw of the Weyerhauser 
Co., Cosmopolis, Wash., was chopping 
a limb from a log. His axe tangled 
in overhead ropes. The axe, swinging 
sideways, struck the back of his head. 
He suffered no serious injury, for he 
was wearing a hard hat. 


At an Ideal Cement Co. quarry 
in Okay, Ark., Andrew Brown was a 
powderman. During one blast he 
jumped behind a loading shovel for 
protection. But a flying rock glanced 
off the shovel and struck his head. 
His hard hat prevented a serious, 
perhaps fatal, blow. 
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y™~ ADVANCE 


ww PLASTIC GLOVES 
TO FIT EVERY JOB 


Seamless FINGER GUARD 


PREVENTS 
FINGER CUTS! 


PROTECTS 

FINGERS 

ALREADY 
PATENTED cuT! 


Worn comfortably over light bandage 
Shields finger from painful contact 
oes not render finger useless in the manner of 
heavy bandages 
Easily removed to allow washing of hands and 
easily replaced 
Open and closed-end models 
Absorbent cotton lining 
One men’s size, one ladies’ size. Fits all fingers 





ths. BOX-TIPPED FINGERS 
E> COATED GLOVES 


CUSTOM MADE 
FOR USE WITH 
ANY CHEMICALS 
Curved to keep fin 
from hugging 
. allows air 
circulation and adds 
comfort and protec- 
tion. Curved tip is 
pitched to serve as 
“extra set of finger 
nails’’ for handlin 
small parts. Long 


wearing. Write for free catalog 








917 W. LAFAYETTE BLVD., DETROIT 26, MICH. 


PLANTS in DETROIT—CHICAGO—TOLEDO 
ROME, GEORGIA 


APDVANCE GLOVE MFG. CO 








Hew F014... 


GUARD PROBLEM! 


SEARJEANT 
Safely GUARDS 


Solve Your Problem! 


Searjeant for years has been solving guard prob- 
lems for all types of manufacturers and presses. 
Drop us a line—state your problem and we will 
solve it immediately 


Punch Press Guards by Searjeant are sold by all 
Leading Safety Distributors. Write for free catalog 
and name of Distributor nearest you. 


SEARJEANT 


METAL PRODUCTS, INC. 
NO. 8 PITTSFORD RD. 
MENDON, N. Y. 
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SAFETY PROMOTION KIT 


Includes: 


Training Outline “How te Pre- 
vent Accidents” 


Four Step “Hazard-Spot" Card 


Accident Prevention Displays 
(17" x 22" Multi-color) 


50 Page Planning Guide 
This valuable kit is yours without 
obligation. Simply fill out the coupon 


and mail it today. 


ELLIOTT SERVICE COMPANY, IN 
Mount Vernon, New York 











Elliott Service Company, Inc. 
Dept. 3-O, Mount Vernon, N. Y. 


Please provide me with the Elliott "Safety 
Promotion Kit 


Name 
Title 
Firm 


Address 
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YOUR BEST MOVE... MOVE 


with MERRILL 


MATERIAL HANDLING 
DEVICES FOR THE MOST 


Imitated, but never duplicated, 
Merrill Lifting Clamps are Drop 
Forged to give you Safety in Hand- 
ling and Economy in Operation. 

















FEATURING 
THIS 





TWIN-LIFTER 
For lifting barrels, drums, with or 
without heads removed. 











Over 25 Material Handling 
Devices described in our 
catalog C-2., 


Ask for a copy. 
MERRILL BROTHERS 


ns 2D 
y & Fre rO 


56-45 Arnold Ave., Maspeth, N. Y. 
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Bausch & Lomb 
Safety Caps and Hats 


Bausch & Lomb 
Safety Frames and Lenses 


Bausch & Lomb 
“Quiet-Ear” Protector 


WHAT THE WELL-PROTECTED 
_ HEAD WILL WEAR ...Protection-PLUS 


safety coordinates by Bausch & Lomb 


Protection plus economy! 


You'll save on the longer life of B&L safety products 

and on the accidents they prevent. That’s because we 
build an extra margin of safety into them. Bal-SAFE 
lenses, for example, average 14 times the impact-resist- 
ance required by government standards. Yet you pay 
no more for the extra protection of B&L. 


Protection plus worker acceptance! 


It stands to reason that B&L has the edge in designing 
comfortable fit and smart appearance into safety prod- 
ucts. Because we’ve been meeting the critical demands 
of the ophthalmic professions for over a hundred years. 
We know head shapes and fitting procedures. The pro- 


tection is in the wearing—and workers wear B&L safety 
products because they fit right and they look good. 

Find out how on-the-job interchangeability lets you 
fit all your workers, for all job hazards, from a minimum 
inventory. And see how readily B&L safety products 
are accepted ... and worn! Call your supplier, or write: 
Bausch & Lomb Incorporated, 90409 Lomb Park, Roch- 
ester 2, New York. 


BAUSCH & LOMB 
7 Protection PLUS 
Safety Products 


protection + economy + worker acceptance 
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“| know you're trying to say something, but I’m not sure what it is...” 


*Distilled Writing is 
a registered service 
work of The 
Industrial Publishing 
Corporation. 

Use of this registered 
term without written 


permission is 


Having something to say isn’t enough. You have to be able to 
get your message across. Same goes for writing. Readers won't 
struggle with writing that is hard to understand. Sad to state, 
most technical magazines make readers work to get the mean- 


ing out of rambling writing. 


Not us. We developed Distilled Writing* to give readers more 
for their reading time. We cut the verbiage out of our copy. 
squeeze out the extra words, leave only the facts—but all of the 
facts. Articles are shorter. brisker, easier to read. And there are 
more of them in every issue. 


The message comes through to you in. . . 


OCCUPATIONAL HAZARDS 


AN INDUSTRIAL PUBLISHING CORPORATION MAGAZINE 


; 812 HURON ROAD ° CLEVELAND 15, OHIO ° SUPERIOR 1-9620 


SALES OFFICES: NEW YORK ¢ CHICAGO e¢ LOS ANGELES #« LONDON 











